erner 



(Illustrated on Front Cover) 



^ Proudly we present this two-story 
house designed to provide the maximum 
amount of floor space for everyday fam- 
ily use, and for entertaining and occa- 
sional overnight guests. There is also a 
basement which is divided into a good- 
size coal storage room, a room for the 
house heater, and a third room for doing 
the laundry work and other odd jobs. 
The smaller closet may be used for 
canned goods, household furniture or 
cold storage room. There is both an out- 
side and an inside stairway to the base- 
ment. 

The first floor is exceptionally well ar- 
ranged — there is a front terrace which is 
partly covered by the roof. The living 
room with its 15-foot width and 25-foot 
length is large and well suited to an in- 
teresting arrangement of furniture. The 
main design feature of the living room 
is the stairway. It is a graceful winding 
stair that has a beautiful Colonial rail, 
balusters and a newel post. On either 
end of this room passages lead to the 
dining room next to the front entrance, 
and to the den on the other end. 

The dining room's main feature from 
the design angle is the bay window. From 
the efficiency angle it has windows on 
three walls, and the two doors on the 
fourth wall, giving the greatest possible 
amount of light and good circulation of 
air, and quick access to the kitchen or in- 
to the living room. There is also sufficient 
wall space for the placement of furniture. 

Since the housewife spends so much 
time in the kitchen, we have worked out 
an exceptionally nice arrangement for 
the sink, cabinet, refrigerator and range, 



The one bedroom on this first floor is 
above average in size, and is fortunate in 
having a dressing space with a built-in 
vanity. The bath on this floor is centrally 
located for convenience to all rooms. 

On the second floor we have provided 
two large bedrooms, a dressing space and 
a small sewing room. There is one bath- 
room and plenty of closet space and ac- 
cess to the attic for storage space. 

The entire house is heated by the cen- 
tral heating unit in the basement, which 
is specified for size and heating capacity. 
Air ducts, registers and grilles are all in- 
dicated and the whole system planned to 
work effectively under any type weather 
conditions. The owner may select any 
make heating unit he prefers. 



SPECIFICATIONS 

Foundation: To be reinforced concrete, 
beam-and-pier type; basement has con- 
crete floor and walls 

Walls: Brick veneer on frame construc- 
tion; face brick selected by owner 

Porches: Concrete slab floor, cement 
finish 

Insulation: Over ceiling joists 

Roof: Stained wood shingles 

Floors: Kitchen, linoleum; bathroom 
floor and wainscot, tile. Balance of 
house, oak 

Cabinets, Mantel, etc., 
To be mill made, stream- 
lined 



Windows: Of stock-size wood, weather- 
stripped and toxic treated 

Plumbing Fixtures: To be cast iron or 
stamped steel, porcelain enameled 

Interior Finish: All rooms generally 

sheelrock and textone 
Painting: Three coats on exterior, four 

coats on interior; all textone walls to 

be painted two coats 
Light Fixtures: Of burnished brass and 

crystal as selected 
Fireplace: Brick faced, with a brick 

hearth 



Price of complete plans 
and specifications, $25.00 



DISTINCTIVE SOUTHERN HOMES 

From HOLLAND'S, The Magazine of the South 



^ In response to wide demand, this book presents 
sketches, descriptions, and floor plans of Holland's 
Distinctive Southern Homes, covering many individ- 
ual designs and all types of architecture suited to 
the South. 

These particular homes are among the most popular 
that have appeared in Holland's, and are designed 
to meet climatic conditions peculiar to the South, 

Prices for House Plans in This Book 

Blueprint plans and specifications for 1-story houses, fif- 
teen dollars ($15.00). 

Blueprint plans and specifications for l^^- and 2-story 
houses, twenty-five dollars ($25.00). 

These prices include one set of specifications. Additional 
copies of plans are $3.50 each, and additional copies of 
specifications are $1.50 each. 

iPlans, unless otherwise specified, will be reversed on re- 
quest without extra charge. No changes can be made in 
Basic plans. 

Orders for plans and specifications are filled within 48 hours 



Address: 

Home-Building Editor HOLLAND'S, The Magaiine of the South, Dallas 2, Texas 



FOREWORD 



^ The lioiiK'-huilclifijs prohUmi--. of 
SoiiHi. clf l< rmin*»<l by its dii^tincliM^ rlinial 
ie <*oii<Hl!i>ii.'^, vary wifl»*ly an*l <l»'fiii!l«' 
from tliO!^e of other rejjioiix. MosI South- 
ern home?* iieefl neither fiiriuiee nor l)aH<! 
ment. On the <»ther han<l, th<\v thi iie< 
•^xeeUent ero8^-v«'n1ilalion ; ami for ihi^ pui^ 
pose the Sonthern arehileel who 'ij>preeial<e 
the 4eniaiuj?i of hi^ ri^ion provi<Ies spaeio 
riM>ni«, jarfse win<hm>, generou^i porelM^, 
ami lerraee^* and putiosi. He gives very earisj 
fill eonsi<{eration to expO!«iHr«"s — -an eh'nn'i 
every prospective home owner !^hoiihl kt t p 
in mind in .neh^eling his home «it<' — aii^ 
pro\ide>^ fiexihiHly of expo.stire!> in lii^ phm 
(mo!*t of the plans in this* hook, for #'vam* 
p!e, may be had comph:lely reversed willi 
out «"Xlra ehargje), 

^ These plans, fh-awn by Southern areh^ 
feels speeifiealh to meet Sonthern eond 
lions, are a part of the unique H<Tvie«* 
IIOLI AND'S has, for forty years, H4Mijrhl 
ctnistantly and increasingly to ren*ier ihe 
peoph* of the South — a t^ervice no 4>ther 
publication is prepared to give. 

1946 
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Complete plans and specifications, $15 



2001.C 



western 



t^ancL J^ouAe ^oeS l/Ylodem 



HERE is an unusual plan for a distinctive Southwestern 
ranch-type home, including garage. The plan is flexible, 
and the end bedroom and bath can easily be omitted with a 
resultant decrease in cost. The garage also may be omitted or 
placed elsewhere on the site. 

The front presents a dignified, homelike approach. The living 
room, directly accessible from the main approach, presents 
itself to the garden side as well, and permits development of a 
rose garden or other landscaping features, as well as of recrea- 
tional areas. On the opposite wall is a fireplace. Overlooking 
this development is a terrace partly covered so as to offer pro- 



tection to outdoor furnishings. Between this porch and the liv- 
ing room is a large glass sliding door which brings the garden 
indoors and, when closed, has the appearance of a picture win- 
dow. This porch also permits covered access from the garage to 
the living room or garden. 

The dining-room's principal feature is the projecting bay 
with its built-in planting beds on both sides, bringing these 
planting beds close up under the windows, where the plants can 
be enjoyed from the inside. Connecting with the dining room is 
the kitchen, which has service-porch and pantry accessories. Ad- 
jacent to the kitchen, and connected to it by the hall — the main 



traffic artery of the house — is the hreakfast nook. It is an alcove 
in the hall, thus breaking the monotony of a long hall, and is 
lighted and ventilated from a window to the service porch. The 
hall is completed by the telephone desk and linen closet. 

The bedrooms are generous in size, with two to three ex- 
posures, large closets, and direct connection with baths. Baths 
are equipped with towel closets and modern plumbing fixtures. 

An unusual feature of the bath adjacent to the living room 
is that it is a private bath for the master bedroom and can serve 
as a lavatory for the use of temporary guests. And, outdoors, 
the plan offers wide possibilities for landscape development. 



SPECIFICATIONS 

P'oundation: Reinforced concrete, beam-and-pier type. Termite 
shields, wood joint construction 

Exterior Walls: Wood frame faced with brick, storm sheath- 
ing, and huilding felt 

Roof: Wood shingles (stained or unstained) 

Floors: Generally hardwood, applied over a subfloor and 15- 
pound building felt 

Baths to have 2"x2" square ceramic tile; and kitchen, hall, 
and breakfast room to be covered with linoleum 

Interior walls of living room, hall, kitchen, and breakfast 
room to be of knotty pine. Dining room to have knotty-pine 
wainscot 2'6" high. Porch walls to he of knotty pine. Bathrooms 
to have plaster walls and ceilings. Walls of bedrooms to have 
plaster wainscot 4'0" high, marked off to imitate tile, and enam- 
eled in color to suit owner. Above the wainscot in dining room 
and all bedrooms to be shiplap, canvas, and paper as selected 

House to be painted three coats on exterior and four coats 
on interior, bistallation of blinds over living-room windows 
and garage offers an opportunity for color, if desired 
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^^redlt ^^pproacL to tlie C^onAeifvative 



HERE is a tliree-lDedroom house that should ap- 
peal to the conservative home builder. The ex- 
terior is in brick featured by a bay window in the 
living room, and the garage is detached. 

The front entrance is dignified and in excellent 
taste, and enters directly into a living room, the prin- 
cipal feature of which is the picture window on one 
side and the fireplace on the other. An unusual fea- 
ture of the living room is an alcove for books. This 
enters a bedroom which can easily be converted into 



a study or den. Adjacent to the living room is the din- 
ing room, with exposures on two sides, and separated 
from the living room by sliding doors. 

Between the dining room and the kitchen is the 
breakfast room, accessible from the hall and equipped 
with a built-in sideboard and corner china cabinets. 
The kitchen, which adjoins the breakfast room, has 
the usual kitchen appointments. 

The bedrooms are of generous size and well ven- 
tilated, with large closets and direct connections with 
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baths. One bath is accessible from the hall, for visit- 
ing guests. The hall is the center of all activity and 
contains the usual appointments of telephone desk, 
mop and broom closet, and linen storage cabinets. 

The garage is located directly back of the house, 
is connected with the kitchen by means of the service 
porch, and has in it a laundry and toolroom. This 
garage may be placed anywhere else on the site, if 
you wish. 

A design of landscaping is suggested for the gar- 
den lover, and the toolroom can easily be adapted to 
a workroom by installation of necessary facilities. 



SPECIFICATIONS 



Foundation: To be of reinforced concrete, 
known as the beam-and-pier type 

Construction: Above ground to be wood 
framed, faced with brick 

Floors; Generally to be of oak, applied over 
siibfloors and 15-pound felt. Floors in bath- 
rooms, hall, and breakfast room to be of 
linoleum applied over pine and brought 
to the same level as hardwood floors. Floors 
of porch, laundry, and toolroom to be of 
cement. Floor of garage to be of gravel 

Walls: Of living room, front bedroom, hall, and 
breakfast room to be of knotty pine. Walls 
and ceilings of kitchen and baths, as well 
as all other ceilings, to be metal lath and 
plaster. Baths to have wainscot rail 4' high, 
marked off in squares to imitate tile 

Roof: Of both house and garage to be shingles 

Fainting: Of exterior to be three coats and of 
interior, four coats 
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2003.C 



CtHuplete plans u.^d specifications^ $15 



^lAJedtei'n witL a cJHaif^e jPorcli 



A POPULAR Western-type house is presented with large open 
porch across entire front, this central feature heing flanked 
on one sifle by the garage and on the other by the kitchen-and- 
breakfast-room wing. Access to the interior of the house is through 
a classic detailed entrance, two steps above the porch floor. These 
steps have simple wrought-iron rail treatment on either side, thus 
emphasizing the central and important feature of the exterior. 
Full-length windows are featured in the living and dining 



rooms. On the end of the living room is a fireplace with a book- 
case on either side. The dining room has a low wood wainscot 
around the entire room. Opposite the front entrance and across 
the living room is a door entering the communicating hall, off 
which are two bedrooms separated by a bath. The bathroom has 
the usual fixtures, together with towel cabinet. Both bedrooms 
have generous closets and two exposures, thus assuring adequate 
ventilation. 
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An attractive feature of the communicating hall is 
the breakfast room at one end. This room has two ex- 
posures and presents an opportunity for an attractive 
decorative feature. Also off the hall is a cedar-lined stor- 
age closet of generous proportions. 

Adjoining the dining and breakfast rooms is the 
kitchen, symmetrically arranged with hot-water-heater 
closet and mop closet, space for refrigerator, and space 
for stove, sink, and cabinets. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam-and-pier type 

Floor Construction: Wood joists over which is laid a subfloor 
and building feh before finish floors are applied. Termite 
proofing is provided by means of metal shields on all outside 
walls, interior piers, pipes, etc. 

Exterior Walls: Frame faced with common brick, to be painted 

Roof: Wood shingles 

Windows: Mill-made sash and frames, weather-stripped 

Insulation: Applied over the ceiling in all rooms and around 
all pipes in outside walls 

Wrought Iron: Simple detailed wrought-iron rails at front en- 
trance 

Interior Walls: Living-room walls to be of knotty pine. Ceiling 
to be of sheetrock and textone. Face of mantel to be of tile. 
Dining-room walls and ceiling to be of sheetrock and tex- 
tone, with a 2' 6" knotty-pine wainscot. Hall and breakfast 
room to be of knotty pine. All closets to be of plywood walls 
and ceilings. Bedrooms to be of shiplap, canvas, and paper. 
Bathroom to have 4' 6" composition wainscot, with sheetrock 
and textone above. Kitchen to be of sheetrock and textone. 
Kitchen cabinets to be constructed with flush streamlined 
doors designed in a modern manner. Interior doors to be six- 
panel Colonial, stock type 

Floors: In living room, dining room, and bedrooms to be of oak. 
Floor in bath, hall, breakfast room, and kitchen to be of lino- 
leum over pine. Porch floor to be of cement, to which a color is 
added 




Painting: All interior work to receive four coats. 
Rooms specified in knotty pine to be stained 
color selected; balance of work to be enam- 
eled 

Plumbing: Modern three-piece plumbing in the 
bathroom, and a tiled-in flat-rim acid-resist- 
ing sink in the kitchen, together with a hot- 
water heater of ample capacity to supply 
these fixtures is provided 

Heating: The arrangement of this floor plan 
permits the use of a floor furnace centrally 



located to supply all rooms. A gas wall heat- 
er is installed below the window in bath- 
room, and gas opening is provided at fire- 
place 

Electric: A ceiling light on the front porch is 
provided and a ceiling light in each of the 
rooms, all controlled by switches. In addi- 
tion, two convenience outlets are placed in 
each room excepting the bath. A floodlight 
is provided on the exterior to light up any 
recreational areas 
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Complete plans and specifications, $15 



SPECIFICATIONS 

Foundations: Reinforced concrete. Termite shields. 
Walls: Frame construction. Insulation: Over ceil- 
ing. Heating: Floor furnace or circulator, Hot- 
Water Heater: Gas-fired. Hardware: Colonial de- 
sign. Roof: Stained wood shingles or composition 
shingles. Exterior Walls: Wood siding, wood shin- 
gles, or asbestos siding, Windows: Stock-size wood — 
wcatherstripped and toxic treated. Kitchen, Bath- 
room, AND Breakfast Room: Linoleum as selected. 
Kitchen Cabinets: Stock mill made. Floors: Oak, 
wax finish. Plumbing Fixtures: Cast iron or stamped 
steel, porcelain enameled. Flashing: Galvanized 
iron. Water Pipes: Standard galvanized iron. In- 
terior Finish: Living room painted on fiber board. 
Dining room papered on fiber board with 2' 6" high 
knotty-pine wainscot. Hall and breakfast room: knot- 
ty-pine walls. Bath and kitchen, pressed fiber-board 
wainscot and walls. Bedrooms, fiber board papered. 
Ceilings throughout, fiber board. Light Fixtures: 
Colonial brass as selected. Paint: Three coats of lead 
and oil on outside. Paint and enamel on interior. 
Fireplace: Brick or tile faced, with wood mantel. 



HERE is a comfortable cottage that is carefully planned, well-pro- 
portioned, and with good detail. All major rooms have two-way 
cross-ventilation. The units of the plan have been carefully worked out 
around the hall, assuring complete circulation and privacy to each room. 

Generous closets are provided in each bedroom, and a large general 
closet is accessible from hall. A large linen closet is provided in passage 
from hall to bathroom. 

A covered entrance with a trellis is provided at the front and a gen- 
erous service porch is adjacent to the kitchen. Cross-ventilation is ob- 
tained by means of the doors and windows being placed opposite one 
another, so that when they are open complete circulation of air is 
assured. 

A large fireplace is flanked by book or whatnot cases, designed on 
each side of the mantel. 

The feature of this comfortably planned cottage is the large bay 
picture window running from floor to ceiling, adding refinement to the 
design. 
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By C. O. CHROMASTER, A. i. A. 
Home-Buildins Editor 



WHAT you may expect in your future home planning 
will show much improvement. Greater attention will 
be paid to exposure, comfort, furnishing, views, cooking, liv- 
ing, sleeping and play areas. More glass will be used and con- 
trolled. Mechanical kitchens will be planned to improve ef- 
ficiency, saving of unnecessary steps, adequate cabinet space 
designed for use, mechanical dishwashers. Garbage disposal 
systems will be included. The future house will have a utility 
room equipped with a mechanical washer, mangle and other 
facilities for handling laundry and ironing. 

Houses of the future will be more efficiently heated, pos- 
sibly all year round air conditioning may be included in a 
central plant. 

Bathrooms will be more beautifully planned and colored. 
Closets will be planned and designed for storage require- 
ments, separate spaces being provided for garments, hats, 
shoes, etc. 

New houses will be insulated against heat and cold. Sound 
control will reach into the modern home. Modern lighting 
will be as decorative as useful. Floors an^ floor coverings wdll 



receive more consideration. Recreation and hobby areas will 
be provided and equipped to interest every member of the 
family. Outdoor living will be the order of the day — where 
retreats amid beautiful flowers and interesting vistas will add 
to the more abundant life. Units common to all homes will 
be standardized — limited prefabrication of cabinets, doors, 
windows, etc., may be expected with wider distribution. 

Opportunities for personal expression will be amplified 
in special design. More care will be taken in the selection of 
sites with regard to the possible future development of the 
area. 

Houses of the future will have better designs, since they 
will reflect the character of the owners, whose desires and 
taste will show in their selection of the house they plan. 

Holland's plans are carefully designed to fit the require- 
ments of the South, Primary consideration is given to ex- 
posure, and outdoor living. While basic plans shown herein 
cannot be changed, much variation may be had in orientation 
on the site, since consideration is given to each side of the 
house and all might be called fronts. 




PRESENT day requirements include the need for homes that will 
take care of more than one family and retain the appearance of 
a home rather than an apartment. Here is a duplex that satisfies these 
requirements. It is a two-story plan with each unit having its living 
room, dining room and kitchen on the first floor and the bedrooms on 
the second floor. This provides a good arrangement for service to the 
kitchen and separates the working and living area from the sleeping 



area. The second floor sleeping area has two nicely arranged and well 
ventilated bedrooms in each unit. The bath is placed between them 
and directly over the kitchen, which is economical, so far as plumbing 
is concerned. 

Note that rooms have been made large enough to provide plenty of 
space for the placement of furniture and also have plenty of windows 
for good circulation of air. The dining room has two corner cabinets. 
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Both units are as completely separated as though built on a sep- 
arate lot. Each one has its own driveway and garage entrance, and 
with the entrances to the living rooms so far apart, complete privacy 
is possible. 

The entire width of the house is only 68'-0'' and 31'-6'' deep. This 
means the requirement is for a lot that has 80' -0" across the front. It 
would also be adaptable to larger lots, since the exterior design is of 
such quality that it would blend with any surroundings with ease. 
Features such as the dormer windows, hip and gable roofs, and the 
trellis all give a feeling of interest and dignity to the front. 

The area of the first floor is 1,861 square feet, and of the second 
floor 1,020 square feet — a total of 2,881 square feet. 



SPECIFICATIONS 

Foundations: Reinforced-concrete beam and footings, ter- 
mite shields; foundation vents 
Exterior Walls: Frame, wide-eiding finish < 
Interior Walls: Knotty pine in kitchen. Sheetrock and tex- 
tone in Hving room and dining room. Dining room to 
have 2' 6" wood wainscot and corner cabinets. Kitchens 
to have streamlined cabinets. Bedrooms to be fiber 
board and paper. Bathrooms to be sheetrock and tex- 
tone 

Floors: Living room, dining room, and bedrooms to have 

oak floors. Baths and kitchens to have inlaid linoleum 
Porches: To have concrete floors, cement finish 
Heating: Floor furnaces, one in each living room, gas wall 

heaters in baths 
Plumbing: Bathtub, closet, and lavatory in each bathroom. 

Kitchen: Sink and hot-water heater 
Painting: Three coats on exterior. Four coals of enamel 

on interior woodwork 
Insulation: Over ceiling rafters on second story 
Roof: Wood shingles, stained 

Attic: Ventilated in all gables, with wood louver openings 
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2006-C 



Jtont l^ortli or ^adt 



Complete plans and 
specifications, $15 



THE distinguishing feature of this plan is 
the separation of the sleeping quarters from 
the living and food-preparation rooms. This is 
brought about by using the living room as a 
communicating unit between these two depart- 
ments, and results in a minimum of hall space. 
The living room is open to both sides, and as 
the plan suggests a north front lot, complete 
ventilation is assured. 

The front porch is covered and a portion of 
the back terrace is also covered. This protects 
the doors, which are concentrated on the end 
that is enclosed. 

The terrace faces toward the south, and of- 
fers possibilities for the development of formal 
garden or recreational facilities. 

The house is simple, compact, and economi- 
cal to construct. Its area is 1,214 square feet. 




FLOOEL PLAN /^'^ 



SPECIFICATIONS 



Foundation: Reinforced- concrete beam and 
footings; termite shields; foundation 
vents 

Exterior: Frame, wood studs, storm sheath- 
ing, wide-siding exterior fini&h 

Interior Walls: Knotty pine in living room, 
hall, and breakfast room. Dining room 
to have 2'6"-high knotty-pine wainscot; 
above wainscot to be sheetrock and tex- 
tone. Kitchen and bathroom to have 
sheetrock and textone, with linoleum 
wainscot in bathroom. Bedrooms and 
closets to be of fiber board, canvas, and 
paper. All ceilings to be sheetrock and 
textone 

Floors: Living room, dining room, and bed- 
- rooms to have oak floors. Bathroom, 
kitchen, breakfast room, and hall to 
have inlaid linoleum floors. Porch and 
terrace to have concrete floors, cement 
fniish 

Heating: No heating is contemplated ex- 
cept for gas openings in each room 

Plumbing: 5'6" bathtub, closet, and lavatory 
in bathroom. Kitchen: Sink and hot- 
water heater 

Painting: Three coats on exterior and four 
coats on interior woodwork. Two coats 
on textone 

Insulation: Ceiling to be insulated (op- 
tional) 

Roof: Wood shingles, stained 

Attic: ' Ventilated in all gables with wood 
louver openings 

Fireplace: To. have brick face with knotty- 
pine mantel 
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SPECIFICATrONS 
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2007-G 



Complete plans and specifications, $15 



J4ou6e to ^row Oid in (^omfortaLti^ 



THIS house, planned for a west-front lot, pre- 
sents a formal front with entrance in living 
room, flanked by two full-length windows, one on 
either side. The living room has a wood-burning 
fireplace on the opposite side of the room from the 
entrance. The dining room of modest size is to the 
left of the living room, and the study is to the right. 
The study is a two-purpose room, and can be used 
as a guest room as well as a study or library. 

The house has two baths. The one between the 
two bedrooms on the east is private, the other con- 
nected with the study or guest room, and also acces- 
sible from the hall for general use. 

The kitchen presents a Pullman type, with the 
sink and cabinets on one end, the range and refrig- 
erator opposite each other, and sufficient room for 
a breakfast room accessible from the hall. 

The porch accessible from the study presents an 
opportunity for a garden development, as does the 
service area back of the kitchen and garage. 



)_^^^ 
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Foundation: Reinforced concrete beam 
and footings type, termite shields, ven- 
tilated 

Walls: Frame construction exterior cov- 
ered with asbestos siding 

Insulation: Over ceiling 

Heating: Gas-fired floor furnace or space 
heaters 

Hot- Water Heater: Gas-fire J storage type 

Hardware: Black iron 

Roof: Stained wood shingles 

Windows: Stock size, weathcrstripped and 
toxic treated 

Floors: Kitchen, hall, bathroom floors, 
linoleum. In rest of house, oak 

Wainscots: Bathrooms to have linoleum 
wainscots 4' high, 6' over tub 

Kitchen Cabinets: Stock — mill made 

Plumbing Fixtures: Cast iron 
or stamped steel, porcelain 
enameled 

Metal Work: Galvanized iron 

Interior Finish: Living room, 
dining room, kitchen, baths, 
and study, textone on sheet- 
rock. Hall to be knotty pine, 
painted. Bedrooms to have 
sheetrock and textone ceil- 
ings, walls to be papered 
over sheetrock 

Light Fixtures: To be Colo- 
nial burnished brass as se- 
lected 

Painting: Three coats on ex- 
terior, three coats on inter- 
ior; except kitchen, hall, 
and baths to receive one ex- 
tra coat of enamel 

Fireplace: Brick-faced with 
brick or tile hearth 



f' u CD c:> P £- A 
Plan Vo; 2oo7C • 



13 



20U8-C 



Complete plans and specifications, $25 



^outltern ^i^pe in tlie ^Yiflodern IfFji 



anner 



THE designer has achieved here, in a modern manner, the same 
distinctive and graceful quality and simplicity that were so pro- 
nounced in the early Colonial homes of our forefathers. Their houses 
had large front porches which were used in their magnificent display 
of friendly and generous hospitality. They have become synonymous 
with Colonial design, and wherever incorporated in the design have 
added that touch of character which makes this style stand out among 
others of the same cost bracket- 
Other features have been carefully designed to follow in every 
detail the true Colonial style. The front entrance is very attractive 
and the window blinds, too, add much to the appearance of the house. 



A modified treatment has been given to the roof and chimney to give 
simplicity and to cut down on the cost. 

The plan has been arranged for convenience to the family and to 
give one extra bedroom on the first floor for guests. The study serves 
this purpose and is also usable as a family reading room. Bath facili- 
ties are close, and an extra closet is provided for coats or for storage. 

The living room is large and well arranged for interior decorating. 
The fireplace is typically Colonial, following the style of the house. 
The dining room provides plenty of area for formal dinners. The two 
outside corners have built-in china cabinets for extra tableware. The 
kitchen is a combination working space and family eating room. There 
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is plenty of cabinet space that extends around on two walls, and a 
corner sink over which has been placed two good-size windows. The 
range and refrigerator are next to each other for convenience to get 
all the food storage and cooking in the same location. 

On the second floor the arrangement is informal. Four bedrooms 
are worked in for ample space for a large family. The bath on the 
first floor is useful to meet the needs of a family of four or five mem- 
bers, thus giving two baths instead of one. Plans as shown cannot be 
altered without extra charge. 

SPECIFICATtOKS 

Foundation: Reinforced concrete, pier-and-beam type, termite shields 
and ventilation 

Walls: Brick veneer on frame construction; common brick painted 
with masonry paint 

Porches: Concrete slabs, cement finish 

Insulation: Over second-story ceiling 

Heating: Gas-fired space heaters 

Hot Water: Gas-fired storage type 

Hardware: As selected 

Roof: Stained wood shingles 

Windows: Stock-size wood, weatherstripped and toxic treated 

Floors: Kitchen and baths, inlaid linoleum. Balance of house oak, 
light finish 

Wainscots: Bathrooms to have 4'"high linoleum, 6' high over tub 
Kitchen Cabinets: Mill made, streamlined 

Plumbing Fixtures: Cast iron or stamped steel, porcelain enameled. 
Metal cabinet shower in first-floor bath 

Interior Finishes: All rooms sheetrock and textone, except service 
hall and study, which are to be knotty pine. Dining room and 
reception hall to have 2' 6"-high wood wainscots for enamel 

Light Fixtures: Burnished brass and crystals, as selected 

Painting: Three coats on exterior, four coats on interior. All textone 
walls to be painted with two coats 

Fireplace: Brick faced, with brick hearth 
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SHOWN here is an example of the Cape Cod style with 
a large, roomy, and comfortable arrangement in a com- 
pact and well-organized plan. 

The directness of approach into the living area is inter- 
esting, and the close connection of living and sleeping quar- 
ters on the first floor gives a freedom seldom found in the 
average plan. 

There is a minimum of hall space, which makes circula- 
tion good and provides the maximum area for each room. 
Notice the large and well-organized kitchen. 

The second floor has two good-size bedrooms with plenty 
of ventilation. The deck as a second-story porch is useful at 
all times. ' 



Complete plans and specifications, $25 



SPECIFrCATrONS 



Plumbing Fixtures: Cast iron or stamped steel, porcelain 
enameled 

Interior Finishes: All rooms sheetrock and textone, except 
halls, which are to be kjiotty pine. Dining room to have 
2'6"-high wood wainscot for enamel 

Light Fixtures: Burnished brass and crystals as selected 
Painting: Three coats on exterior, four coats on interior; 

all textone walls to be painted with two coats 
Fireplaces: Brick faced, with brick hearth 
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Foundation: Reinforced concrete, pier-and-beam 
type, termite shields and ventilation 

W^ALLs: Brick veneer on frame construction; com- 
mon brick painted with masonry paint 
Porches: Concrete slabs, cement finish 
Insulation: Over second-story ceiling 
Heating: Gas-fired space heaters 
Hot Water: Gas-fired storage-type heater 
Roof: Stained wood shingles 

WiNDOV^^s: Stock-size wood, weatherstripped and toxic treated 

Floors: Kitchen and baths, inlaid linoleum. Balance of 
house oak, light finish 

Wainscots: Bathrooms to have 4'-high linoleum wainscot, 

6' high over tub 
Kitchen Cabinet: Mill made, streamlined 
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Just as straight-line production saves 
thousands of hours in modern manufac- 
turing methods, arranging your kitchen 
for production line kitchen duties can 
save you thousands of steps. 

The modern kitchen includes three 



work areas: the receiving area, which is 
near the entrance and includes the re- 
frigerator; the cleaning and preparation 
area, which includes the sink, is next in 
line; third is the cooking and serving 
area, which is near the dining room door 
and includes the range. 

These areas may be placed in the form 
of a "U," "L" or "Corridor," depending 
on the space available. Shown below are 
these three basic kitchen plans. 



"U" TYPE KITCHEN 

Each area follows in logical 
sequence along three adjoin- 
ing walls, with the refrigera- 
tor and storage cabinets lo- 
cated near the entrance. The 
cleaning and preparation area 
including the sink follows, and 
on the adjoining walls are the 
range and additional storage 
space for pans, dishes, glass- 
ware, etc. This makes practi- 
cal use of all available space. 



«L" TYPE KITCHEN 

The "L" type layout is required in many 
kitchens where only two adjoining walls are 
available for the equipment. Here, as in any 
well planned kitchen, the receiving area is 
located nea** the service door from which 
the work proceeds in logical sequence to 
the preparation area and then to the cook- 
ing and serving area, which is near the din- 
ing room door. 



CORRIDOR-TYPE KITCHEN 

In the Corridor kitchen, work areas may be 
placed on opposite walls or may be placed 
on one wall. This plan is characterized by 
the corridor from receiving door to dining 
room door. The work areas follow produc- 
tion line order, with the food traveling in 
line from the receiving area near the service 
door to the serving area near the dining 
room door. 
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IN THIS refreshing two-family plan, each family unit is entirely 
apart from the other, which provides privacy to each apartment. 
Front entrances are on opposite sides of the house and may be reached 
separately by private walks to the street. These walks and the front 
yard may be landscaped to give even more seclusion to each unit. 

With these advantages there still exists a completely unified plan 
arrangement, which in present-day building requirements is of prime 



importance. Construction is simpli- 
fied by the location of the second- 
story partitions directly over those 
on the first floor, and in the same 
manner the first- and second-story 
plumbing is placed one over the 
other for .economy. Each room has 
been thoroughly studied and the 
windows and doors have been so 
arranged as to provide the maxi- 
mum amount of light, circulation 
of air, convenience, and allow for 
easy placement of furniture around 
the walls. In each living room 
there is wall space for a divan and 
large comfortable chairs. There is 
also a good view to the front 
through the large windows. The 
bedrooms are of average size and 
can be furnished without becom- 
ing crowded. Each has its own 
closet and additional closets are 
provided in the halls for storage 
of off-season clothes and supplies. 
Each bathroom has been conveniently arranged for the location of 
fixtures and is provided with a linen closet for bathroom laundry, 
both clean and soiled. 

Most dwellings have lots of hall space, and in many cases they are 
long and expensive because they are space wasters. In these units 
there is very little space turned over to halls, only the minimum 
amount is indicated. Passage from the living room to the kitchen is 



Complete plans^ and specifications, $25 
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directly through the dining room, 
and entrances both in the front 
and back are direct. Service is at 
the back for both apartments. 

The exterior is brick veneer 
which, at the option of the owner, 
can be painted or face brick. 

Aherations cannot be made to 
this plan as it is already made in- 
to working drawings, and is sold 
only as indicated in the picture. 



SPECIFICATIONS 

Foundation: Reinforced concrete, pier- 
and-beam type, termite shields and 
ventilation 

Walls: Brick veneer on frame construc- 
tion; common brick painted with ma- 
sonry paint. Siding is 1" x 8" colonial 
painted 

Porches: Concrete slabs, cement finish 

Insulation: Over second-story ceiling 

Heating: Gas-fired space heaters 

Hot- Water: Gas-fired storage-type heater 

Hardware: As selected 

Roof: Stained wood shingles 

Windows: Living-room window on first 
floor is special. All the rest are stock- 
size wood, weatherstripped and toxic 
treated 

Floors: Kitchen and baths, inlaid lino- 
leum. Balance of house oak, light finish 

Wainscots: Bathrooms to have 4'-high 



linoleum wainscot, 6' high over tub 
Kitchen Cabinet: Mill made, stream- 
lined 

Plumbing Fixtures: Cast iron or stamped 
steel, porcelain enameled 



Light Fixtures: Burnished brass and 
crystals as selected 

Interior Finishes: All rooms sheetrock 
and textone, except halls and stairways, 
which are to be knotty pine. Dining 



room to have 2'6"-high wood wainscot 
for enamel 
Painting: Three coats on exterior, four 
coats on interior. All textone walls to 
receive two coats 
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Cmnplete plans and specifications, $15 
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l^ian for a (^ape Cod 



T^HIS plan presents an unusually compact 
two-bedroom house with minimum hall and 
plumbing facilities, A small dining space is 
provided in a space off the living room. The 
bathroom has a towel closet. In the small hall 
adjoining the two bedrooms is a linen closet of 
generous size. A heater closet is provided just off 
the dining space for a central-heating system. 
The space between the house and garage not oc-. 
cupied by the porch is shown developed into 
a little formal garden. 

The garage is equipped with two rooms, one 
for garden tools, the other for outside storage, 
and, besides being accessible from the street, 
offers communication to the kitchen. 

This plan presents an unusual opportunity for 
the development of a north or west front and is 
especially economical to build. 




SPECIFICATIONS 



Foundation: Of reinforced concrete, beam- 
and-pier type 

Walls: Wood frame faced with common 
brick, painted. Termite shields are to 
be used in the foundation walls 

Floors: Bath and kitchen, inlaid linoleum. 
Rest of house, oak 

Interior Finishes: Walls and ceilings of 
all rooms except hall anc dining space 
lo be of gypsum board, textoned. The 
dining space and hall to be of knotty 
pine, stained, to be in harmony with 
other painted finish 

Porch: Floor of porch to be of cement, 
marked off in squares to represent tile 

Garage: Frame construc- 
tion with wide siding 

Roof: Both house and ga- 
rage to have wood shin- 
gles 

Plumbing Fixtures: Cast 
iron with porcelain closet 

Painting: Three coats on 
exterior and four coats 
on interior 

Fireplace: Faced with brick 
and to have a wood over- 
mantel 

Windows: The screens and 
weather strips are pro- 
vided 

Heating: House heater is 
specified to take care of 
the entire house com- 
fortably, this being a gas- 
fired forced-air type 
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WHAT DO you WANT IN 

Ljour 

^ KITCHEN? 

^ In planning the ideal kitchen, you 
must consider the space available, the size 
of your family and what you expect to 
do in the kitchen. Do you want to eat in 
the kitchen? Perhaps you want to use it 
for entertaining because it is easy to clean 
and saves wear and tear on the rest of 
the house. Or it may conveniently serve 
as a sewing room or a place for the chil- 
dren to play. The kitchen is also an ex- 
cellent place for ironing and light laun- 
dry. Determine all the things you may 
want to do in your kitchen, and then 
plan it to suit your requirements and 
desires. 

DO YOU WANT TO EAT IN 
THE KITCHEN? 

^ If you want to eat in the kitchen, and 
most families eat at least one meal a day 
there, you will want to plan your kitchen 
with this in mind. You may want a di- 
nette, or you may prefer to convert a 
corner of the kitchen into a breakfast 
nook, with convenient cabinet space for 
dishes, etc., and with built-in seats with 
storage space underneath. To conserve 
floor space, you may prefer a table that 
opens down from the wall or a breakfast 
bar along one wall or under a window. 
In any event, a properly planned kitch- 
en will save many needless steps and also 
provide a pleasant, cheerful place to eat. 




A PLACE TO PLAN YOUR WORK? 

The kitchen planning desk will serve 
as a control station where the recipe 
files are kept, meals are planned and 
grocery lists are prepared. The tele- 
phone is convenient for calling the 
grocery store or meat market, and 
the planning desk also provides a 
handy place for the kitchen radio. 




LOTS OF STORAGE SPACE? 

Storage cabinets eliminate the need 
for a pantry, and, in remodeling, this 
space can be used for a breakfast nook 
or other purpose. Cabinets should be 
provided for storing foods near the 
refrigerator, pots and pans near the 
sink, cooking utensils, appliances and 
dishes near the range. 




A WINDOW ABOVE THE SINK? 

A window above the sink provides an 
interesting view to relieve the monot- 
ony of working; also maximum light 
reduces eyestrain and makes food 
preparation easier. Then, too, placing 
a sink below a window makes use of 
wall space that might otherwise be 
wasted. 
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INSPIRED by the French Provincial, this plan presents many 
attractive features. The main feature of the front is the bay 
with windows from floor to ceiling; this, together with the en- 
trance porch with its heavy wood trellis, giving it a semiprivate 
appearance; and the suggested garden wall, and the roof com- 
position softened by the hips reversing the pitch on the extreme 
ends, all lend their influence to create the homey, cheerful at- 
mosphere which distinguishes this design. Painted common 
brick walls are suggested, with a slate-colored roof and the 
blinds, shown on the bedroom window, in Oriental yellow. 
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Complete plans and specifications, $15 
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The plan presents several unusual features. The dining room 
is placed in the center of the house, thus providing cross-venti- 
lation through the living room. Off from the dining room is a 
terrace, and stepping stones to a garden development are sug- 
gested on axis with the large picture window. The kitchen is 
placed on the corner and is isolated from the sleeping quarters 
by placing the dining room in the position shown, thus protect- 
ing the bedroom wing from possible noise from clattering of 
dishes and from cooking odors. 

Opposite the bay window in the living room is a wood-burn- 



ing fireplace, and between the living room and the dining room 
are bookcases facing each other in the position usually occupied 
by the jamb. 

The plan shows three bedrooms with generous closet space, 
and dotted lines across the hall indicate how Bedroom No. 3 
may be omitted and how the closet serving Bedroom No. 2 can 
be built in the hall space. The terrace can be made accessible 
from the dining room, 

SPECIFICATIONS 

Foundation: Reinforced concrete, beam-and-pier type. Termite 

shielding is provided 
Exterior Wall: Common brick facing on frame construction. 

Brick to be painted with masonry paint 

Roof: Wood shingles, stained color selected 
Gables: Wide wood siding 

Blinds: Stationary, permanently fastened to wall 
Floor Construction: Wood joists, subfloor, felt-and-oak fin- 
ish in all rooms except kitchen and bath. Kitchen and bath 
to have linoleum floors on pine 

Interior Walls: Generally to be of gypsum board and textone. 
A low knotty-pine wainscot is provided for dining room. 
Wainscot 4' high in kitchen and bath to be of linoleum 

Plumbing: Modern streamlined fixtures are provided 

Fireplace: Brick facing with wood mantel. Heating to be pro- 
vided by gas-fired space heaters 

Hardware: Selected by owner 

Electrical Work: Generous outlets are provided for all ap- 
pliances. Fixtures to be selected by owner 

Painting: Three-coat work is specified for exterior, except on 
masonry walls, where two coats are provided. Three-coat 
work is specified for all interior wood trim, except in 
kitchen and bath, where four-coat enamel finish is desirable. 
The textone walls and ceilings are to be painted with two 
coats of flat wall paint 

Terrace and porch are to be of cement, hard troweled finish 

Towel and soiled-linen cabinet, bath accessories, medicine case, 
and gas wall heater are provided in bathroom 
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Complete plans and specifications^ $15 



ALL the features of a formal house, without losing the homey, liv- 
able atmosphere so characteristic of the South, are presented in 
this interesting plan. 

You enter a hall off which are a large living room and a dining 
room. Close to this entrance hall is the bath. It is placed in this loca- 
tion in order that it may be used as a lavatory for guests; yet it is suf- 
ficiently isolated so as to serve the three bedrooms — or two bedrooms 
and the den, if a second living room is desired. 

The living room has a fireplace on the end and a bay facing the 
front; opposite the bay window is a screened living porch. 

The dining room suggests a formality desired by many, and has cor- 
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ner china cabinets in the east end, and a door to the screened living 
porch which permits food service from the kitchen through the dining 
room, making the unit available for outdoor dining. 

The kitchen next to the dining room is economically laid out, with 
kitchen cabinets, hot-water heater, and refrigerator in locations de- 
signed to reduce the work of food preparation. Next to the kitchen is 
the service hall with access to the yard. 

Two bedrooms have two exposures each, and the bedroom facing 
the front has three. This bedroom makes a perfect location for a den 
or second living room. 

The closets are ample for each bedroom, and a storage closet is pro- 




vided in the passage. The passage 
provides circulation to the various 
rooms and permits privacy to the 
sleeping and dressing units of the 
plan. A linen closet is provided in 
the bathroom. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam- 
and-pier type. Termite shielding is pro- 
vided 

Exterior Walls: To be of common 
brick, painted; the projecting; bedroom 
is to be shingled and stained a Colonial 
white 

Roof: Wood shingles, stained 
Gables: Brick 

Blinds: Stationary, permanently fastened 
to wall 

Floor Construction: Wood joists, sub- 
floor, felt, and finish-oak floorint^, sand- 
ed, filled, shellacked and waxed, ex- 
cept in kitchen and bath. The kitchen 
and bath are to have linoleum finish 
floors 

Interior Walls: Generally to be of gyp- 
sum plaster board, textoned, painted. A 
low knotty-pine wainscot is provided in 
dining room and a wainscot 4' high of 
linoleum is provided for the bathroom 

Fireplace: Brick facing with wood man- 
tel, brick hearth. A bookcase is pro- 
vided along east side of mantel 

Porch: Cement floors, wood ceiling, and 
screened 

Plumbing: Modern streamline fixtures 



Kitchen: Flush panel doors on all cabi- 
nets 

Hardware: Selected by owner 

Electrical: Outlets are provided for all 
electrical appliances generally used and 
a sum of money is allowed for the se- 
lection of lighting fixtures by the owner 

Painting: Three-coat work is specified 
for exterior woodwork. On masonry 



walls and shingles, two coats are pro- 
vided. Three coats are specified for 
all interior woodwork except in kitch- 
en and bath, where four coats are de- 
sirable to produce an enamel finish. 
The textoned walls and ceilings are to 
be painted two coats of casein paint 

Heating: Due to the various different 
types of fuel used, no special heating 
is provided, except that gas openings 



in each room are shown, lo which 
space heaters can be connected 

Towel and soiled-linen cabinet, bath ac- 
cessories, medicine case, shower and 
curtain over tub, and gas wall heater 
are provided in the bathroom 

Windows and Doors: To have weather- 
strips 

Insulation: Over ceiling rafters 
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HERE is presented the rambling-type 
house developed to meet the particular 
requirements of the small-home builder in 
the South, 

Generous porches with low sweeping roofs 
are designed for outdoor living and dining, 
and for the development of recreation and 
hobby areas. The kitchen is small and de- 
signed to provide the greatest convenience 
in minimum space. It has a streamlined 
cabinet at the north end, and space for the 
hot-water heater, range, refrigerator, and a 
small table. 

The isolation of the sleeping units from 
all noise of operation of the household 
makes this plan particularly desirable. The 
hall is minimum in size. 

The bath is in an ideal location for con- 
venience of the sleeping units, and still 
close enough to the semipublic spaces to 
make its use convenient for guests. 




SPECIFICATIONS 

Foundation: Reinforced concrete beam-and- 
pier type. Termite shielding is provided 

Exterior Walls: Wood shingles on wood 
studs, and storm sheathing stained white 

Roof: Wood shingles, stained 

Gables: Wood shingles and louvers for attic 
ventilation 

Blinds: Wood slatted, permanently fastened 
to wall 

Floor Construction: Wood joists, subfloor, 
felt and oak finish, filled, shellacked, and 
waxed. Kitchen and bathroom to have 
linoleum finish floors on pine 

Interior Walls: Generally to be of gypsum 
plaster board, to which is applied two 
coats of textone to give it desired texture, 
and then painted two coats of casein paint. 
Bathroom is to have 4'-high linoleum wain- 
scot, 6' high over tub 

Fireplace: Brick facing, with wood mantel 
and bookcase 

Plumbing: Modern streamlined fixtures, 
subject to owner's selection, with shower 
over tub 

Hardware: A sum of money is allowed for 
selection of finish hardware by owner 

Painting: Three-coat work is specified for 
the exterior finish woodwork, except on 
exterior walls, which are to be of shingles 
stained with two coats of Colonial white 
stain. The roof shingles are to receive one 
coat of stain of color selected by owner. 
Three-coat work is specified for all in- 
terior woodwork except in kitchen and 
bath, where four coats are specified to 
provide an enamel finish. All textone walls 
and ceilings are to have two coats of casein 
paint, except in kitchen and bath, where 
walls and ceilings, are to be enameled as 
specified for woodwork 

Porch Floors: To be of cement 

Insulation: Bat-type insulation is provided 
between the ceiling rafters 

Accessories: Kitchen-sink top to be of lino- 
leum. Streamlined flush panel doors on 
all cabinets. Towel and soiled-linen closet 
in bathroom. Bath accessories, medicine 
case, and gas wall heater in bathroom. Hot- 
water storage-type heater in kitchen 
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FOR the suburban lot, this is an economical, two-bedroom plan. The com- 
bination of stone on the living room and the shingled exterior of the bal- 
ance of the house suggests a house that has stood for ages yet with its modern 
floor plan places it in a type for the more conservative builder. 

The house is planned to face west, and one enters upon a covered porch 
which leads to the living room; this room has a large wood-burning fireplace 
on the east wall, opposite the floor-length bay picture window. To the south 
is a screened living porch and approach to the outdoor recreation area. On 
either side of the fireplace are bookcases from floor to ceiling. North of the 
living room is the dining room, which is served directly from the kitchen. 

The kitchen is well planned for food preparation, and to the north of it 
is the service porch, pantry and entrance from the garage. A passage from 
the dining room, and also accessible from the living room, gives communi- 
cation to the sleeping areas. Off this passage are two large bedrooms, a storage 
closet and a bath. The bath is placed close to the kitchen for economy in 
plumbing, and has a built-in towel and soiled linen cabinet. The bedrooms 
each have three exposures and are thereby well ventilated. The entire ar- 
arrangement is snug and compact and suggests a security seldom found in 
the smaller housos. 





Lonipiete plans and specifications, $15 



SPECIFICATIONS 

Foundation: Reinforced concrete; ter- 
mite shields. Ventilated 

Exterior Walls: Wood shingles on wood 
studs; living room, stone veneer. Shin- 
gles to be stained Colonial white 



Roof: Wood shingles, stained 

Floors: Wood joists, subfloor, felt and 
oak finish, filled, shellacked and waxed. 
Kitchen and bath, linoleum 

Interior Walls: Gypsum plaster board. 
Bathroom is to have 4' 0"-high lino- 
leum wainscot, 6' 0" high over tub. Din- 
ing room, 2' 6"-high knotty pine wain- 
scot, painted 

Fireplace: Brick facing and hearth, wood 
mantel 

Plumbing: Modern streamlined fixtures 

Painting: Three-coat work specified for 
exterior finish woodwork. Three-coat 
work specified for all interior wood- 
work except kitchen and bath where 
four coats are specified. All textone 
walls and ceilings to have two coats 
casein paint 

Porch Floors: Of cement. Entrance 
porch to have a red brick border 

Insulation: Bat-type, between ceiling 
rafters 

Heating: Gas outlets provided in each 
room to which space heaters or gas 
steam radiators may be connected. Hot- 
water storage type heater provided 
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THE exterior of this house shows the influence of 
"Early America" in its design. The large windows 
not only provide light and ventilation but they look 
friendly and inviting, and the window blinds offer a 
splendid opportunity for the use of color. The at- 
tractive entrance porch is certainly a convenience in 
inclement weather, for it is irritating to a visitor to 
have to stand in the rain at the front door. 

The entrance to the living room is to the left 
through double doors which add considerably to the 
effectiveness of good cross circulation. The view of 
the living room when entering is to the fireplace, 
which has been carefully studied and designed for 
interest and beauty. The room has plenty of furni- 
ture space, and an adjoining screened porch. 

Behind the living room is a large dining room with 
doors entering from the hall, which gives privacy. 
The breakfast room is large and useful as a service 
space during dinners, or as an informal family eating 
space. This room has a bay window that will bring 
any garden development almost into the room. 

To the right is the kitchen with streamlined mod- 
ern type cabinets, and a layout that suggests efficiency 
and sanitation. The kitchen has a large pantry and 
a covered porch directly off the drive. 

To the right from the hall is a room which can be 
used either as a bedroom, study, library or den, or 
might be converted into a second living room. 

There is an open stairway leading to the second 
floor hall, and to the right and left are two airy bed- 
rooms with generous closets. Between these is a bath 
opening to ibe hall and opposite it is a generous 
linen closet. Attic space for storage is also available. 
Plans cannot be altered without extrd charge, 

SPECIFICATIONS 

Foundation: Reinforced concrete 

Exterior Wall: Brick facing, frame construction 

Floor Construction: Wood joists, subfloor, finish 

oak in all rooms except kitchen and baths, which 

are to have linoleum on pine 
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Complete plans and spvcijictUions. 



Interior Walls: Gypsum board and textone; 
low knotty pine wainscot in breakfast room; 
temper tile wainscot in kitchen 

Plumbing: Modern streamline fixtures. Auto- 
matic hotwater storage heater for gas 

Insulation: Under side of roof and ceiling and walls 
of dormers, blanket-type insulation 

Fireplace: Brick facing and tile hearth, wood mantel 

Heating: Space heaters and circulators, wall heaters in 
baths. All rooms piped for gas 




Painting: Three-coat work specified for exterior; ma- 
sonry walls, two coats. Textone walls and ceilings, 
two coats casein paint 

Porch Floors: Stone flags on concrete slab 
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Complete plans and specifications, $15 



HERE is a house with all the charm and glamor of the southern Amer- 
icas designed around a floor plan adapted to the needs of the average 
North American family. Of particular interest to Southerners are the 
large covered porch with its three great arches, and the areas outside 
the kitchen and the opposite bedrooms that can be developed beautifully 
for outdoor-living spots. Inside, beamed ceilings in living and dining 
rooms, and windows reaching the floor, add to the house's charm* 



SPECIFICATrONS 



Foundation: Reinforced concrete, beam- 
and-pier type,, termite shields 

Exterior Walls: Wood studs, covered 
with metal lath and stuccoed with ce- 
ment stucco, painted with masonry 
paint 

Roof: Of mission clay tile over solidly 
sheathed and felt-covered decking 

Blinds: Solid boards cleated on back, or- 
nament painted on face. Permanently 
fastened to walls 



Floor Construction: Wood joists, sub- 
floor felt, and oak finish, filled, shel- 
lacked, and waxed. Kitchen and bath 
to have linoleum-finish floors on pine 

Interior Walls: Generally of gypsum 
board covered with two coats of tex- 
tone, painted with two coats of casein 
paint. Kitchen to have 4'-hi8;h wainscot 
of tile board. Bathroom to have 4'-hiffh 
wainscot of linoleum except over tub, 
where it is to be 6' 
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TYPICAL of America is the 
style of this compact, neatly 
arranged and well-designed little 
house. The rooms are large and 
closely related for convenience of 
modern living. It is particularly 
interesting to note that there is no 
cross-circulation from the living 
area to the other part of the plan. 
The large windows in the living 
room give excellent light and ven- 
tilation. The small book alcoves 
are easily reached from the living 
or sleeping areas. Closets are plen- 



30 



tiful, and a shop room gives addi- 
tional space for hobby or tools. 
The kitchen is well placed for con- 
venience in serving to the dining 
room or to the porch, and with 
plenty of light and cross-ventila- 
tion. The exterior design is truly 
an expression of beauty and gives 
a feeling of comfort and security. 
Modern materials and methods are 
recognized in the planning and de- 
signing of these homes. Plastics 
and prefabrication are specified 
throughout. 

SPECIFICATIONS 

Foundation; Reinforced concrete, beam- 

and-pier type 
Exterior Walls: Of brick, roof of plastic 

shinp;les 

Windows: Prefabricated, factory-fitted 

units. Doors and trim prefabricated 
Floor Construction: Wood joists, sub- 
floor, insulation and finished oak floor- 
ing, sanded, filled, then varnished and 
waxed, except kitchen and bath where 
plastic composition is specified. Porch 
floors to be cement 
Interior Walls: Plastic standard wall 

panels, prepared for painting 
Fireplace: Brick facing with wood mantel 
Plumbing: Modern, streamlined fixtures 
Kitchen: Prefabricated cabinets, stream- 
lined design hardware selected by 
owner 

Painting: Three-coat work for exterior 
wood trim, three coats for all interior 
woodwork. Plastic panels to receive 
two coats resin emulsion paint 

Prefabricated Medicine Case: Over lav- 
atory 

Heating: Gas-fired circulating heaters 
Insulation: Over entire ceiling 
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waxed, except in kitchen and bath where 
plastic composition floors are specified. 

Interior walls generally are to be of plas- 
tic standard wall panels, prepared for paint- 
ing. Fireplace to have a brick facing with a 
wood mantel. Porch floors to be of cement. 
Plumbing to be modern, streamlined fix- 
tures. In kitchen prefabricated cabinets, 
streamlined design hardware, to be selected 
by owner. Electrical outlets are provided 
for lighting appliances, and a sum of money 
is allowed for the selection of fixtures. Paint- 
ing: three-coat work is specified for exterior 
wood trim and three coats are specified for 
all interior woodwork. Plastic wall panels 
are to be painted two coats of resin emulsion 
paint. Prefabricated medicine case is speci- 
fied over lavatory. Heating is to be provided 
by gas-fired circulating heaters. Insulation 
is specified over entire ceiling. 
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THIS plan incorporates present-day ma- 
terials and methods of construction with 
the new ideas of complete harmony between 
the interior and exterior living and play 
areas. The large porch and the spacious liv- 
ing room allow for convenience in circula- 
tion between indoors and outdoors. The ap- 
proach to the house is direct and well 
shielded by the entrance alcove. The large 
bay window on the front is interesting to 
the exterior design and also for the arrange- 
ment of furniture for the living room. Bed- 
rooms are large and have excellent light 
and cross ventilation. The bath and kitchen 
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are arranged back to back for economy and 
convenience. It should be noted further that 
modern plastic materials and prefabricated 
construction methods are to be used in the 
construction of this house. 

The foundation is of reinforced concrete, 
beam-and-pier type. Exterior walls of stone, 
roof of plastic shingles. The windows are 
prefabricated, factory-fitted units, except 
specially constructed bay window, which 
also may be prefabricated. Doors and trim 
are prefabricated. Floor construction of 
wood joists, subfloor, insulation and finished 
oak flooring, sanded, filled, varnished and 
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I^OMPACT and arranged to give the 
conveniences of a large, expensive 
dwelling, this three-bedroom house is de- 
signed so the cost will be within the 
range of a medium small house. The ex- 
tra bedroom may be used for a guest 
or a study or hobby room. The living and 
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dining areas are large and arranged to give 
quiet, comfortable living and convenience when 
entertaining friends and small parties. The 
large picture window in the living room gives 
excellent light to the entire living room and 
especially to the reading space in the book 
alcove. 

The design allows for the use of modern pre- 
fabricated materials and methods which ex- 
press a feeling of beauty and security. Porches 
are well placed for beauty and convenience of 
outdoor living. 

SPECIFICATmNS 

Foundation: Of reinforced concrete, beam-and- 
pier type 

Exterior Walls: Of brick and stone, roof of 

plastic shingles 
Windows: Prefabricated, factory-fitted units. 

Doors and trim prefabricated 



Floors: Wood joists, sub floor, insulation and 
finished oak flooring, sanded, filled, var- 
nished and waxed; kitchen and bath, plastic 
composition floors specified 

Interior Walls: Generally of plastic standard 
wall panels, prepared for painting 

Fireplace: Brick facing with wood mantel 

Plumbing: Modern, streamlined fixtures. In 
kitchen, prefabricated cabinets, streamlined 
design hardware to be selected by owner 

Electrical Work: Outlets provided for lighting 
appliances; sum of money allowed for se- 
lection of fixtures 

Painting: Three-coat work specified for exter- 
ior wood trim and three coats for all interior 
woodwork. Plastic wall panels to be painted 
two coats of resin emulsion paint 

Heating: Cas-fired circulating heaters 

Insulation : Over entire ceiling 
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BEAUTY and character are incorporated to give the 
average family the advantages of the finest house. De- 
signed around the features of the Spanish influence, a 
plan has.heen worked out to give large and comfortable 
living space to a compact and well-arranged plan. It has a 
convenient and attractive entrance from the drive to a large 
porch which opens into a hall that gives perfect circulation 
to any part of the house. 

The large living room has a very attractive fireplace 
at one end and, with the five windows that allow for plenty 
of light and ventilation, there is still more wall space for 
furniture than is found in the average plan. Bedrooms are 
large and well supplied with closet space. The bath and 
kitchen are so arranged as to assure the most economical 
installation of plumbing fixtures. The adaptability of this 
plan to the use of modern materials is a feature of great 
importance to present-day planning. 




Complete plans and specifications, $15 
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SPECIFICATIONS 

Foundation: Reinforced concrete, beam- 
and-pier type 

Exterior Walls: Cement stucco painted 
with masonry paint 

Roof: Tile, or plastic if preferred 

Windows: Prefabricated, factory-fitted 
units. Doors and trim prefabricated 

Floor Construction: Wood joists, sub- 
floor, insulation and finished with oak 
flooring 

Porch Floor: To be cement 

Interior Walls: Standard plastic wall 
panels prepared for painting 

Fireplace: Tile hearth and facing with 
wood mantel 



Painting: Interior painting to be three 
coats, all exterior woodwork three 
coats 

Prefabricated Medicine Case: Specified 
over lavatory 

Heating: Gas-fired circular heaters 

Insulation: Over entire ceiiing 
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AN ideal plan for present-day housing requirements. The congenial, 
_ homelike appearance adds considerable interest to this inexpen- 
sive, neatly arranged, two-family dwelling. The straightforward resi- 
dential type of design expresses an individuality seldom found in a du- 
plex. Each unit is well arranged for privacy and comfortable living for 
either indoors or outdoors, and the location of the stairway provides 
a close connection between all elements. 



Complete plans and specifications, $25 



Note the nice arrangement of kitchen and breakfast room with 
cabinets between for storage of dishes and as serving counters at meal- 
time. The kitchens and baths are so placed as to provide the most eco- 
nomical plumbing installation. The living rooms with their long, large 
windows and the location of the fireplace at the end of the room allow 
for an interesting arrangement of furniture and attractive interior dec- 
orating. 

The second floor with its two bedrooms to each unit provides an 
excessive amount of area for sleeping, and large closets for storage of 
clothes and linens. The exterior design and all structural elements are 
adaptable to the use of modern plastic materials. 
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SPECIF! CATIONS 

Foundation: To be of reinforced concrete, beam-and- 
pier type 

Exterior Walls: Both masonry and frame construction 
Hoof: Either wood or plastic shingles 



"Windows: Prefabricated, factory-fitted units. Doors and 

trim prefabricated 
Floor Construction: Of wood joist, subfloor, insulation 

and finish with oak flooring 

Porch Floor: To be cement 

Interior Walls: Standard plastic wall panels prepared 
for painting 



Fireplace: Brick hearth and facing with wood mantel 

Painting: Interior painting to be three coats, all exterior 
woodwork three coats 

Prefabricated Medicine Case: Specified over lavatory 
Heating: Gas-fired circulating heaters 
Insulation: Over second floor ceiling 
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PLANNED for a corner or wide 
inside lot, attention here has 
been placed on the grouping of 
all elements into one interesting 
design. The garage and porches are 
arranged to provide the maximum 
use of both front and rear yards 
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for play areas and for beautiful land- 
scaping. 

The living room opens onto a large 
screened porch where the family and 
friends may enjoy many hours of recre- 
ation and entertainment. The front 
porch and attractive bay are designed 
to give grace and charm to the front 
of the house. In the dining room a 
built-in cabinet is provided for table 
linens and other service accessories. The 
breakfast room is conveniently located 
and especially useful for informal fam- 
ily meals. 

The service to the kitchen from the 
front is good and is shielded from the 
rest of the house by its indirect ap- 
proach. All bedrooms are large and 
ample closet space is provided for each 
bedroom, kitchen and additional linen 
storage. 



SPEC IFICATION5 

Foundation: Reinforced concrete, 
beam-and-pier type 

Exterior Walls: Painted brick 

Roof: Plastic shingles 

Windows: Prefabricated, factory- 
fitted units. Doors and trim pre- 
fabricated 

Floor Construction: Of wood 
joist, subfloor, insulation and 
finished oak flooring. Porch 
floors to be cement 

Interior Walls: Standard plastic 
wall panels prepared for paint- 
ing 

Fireplace: Brick hearth and fac- 
ing with wood mantel 

Painting: Interior to have three 
coats, and all exterior woodwork 
three coats 

Prefabricated Medicine Case: Is 
specified over lavoratory 

Heating: Provided by gas-fired cir- 
culator heaters 

Insulation: Over entire ceiling 




TIME was when the bathroom was the 
last and least considered room when 
planning the new residence, A cubbyhole 
equipped with the meager essentials of 
tub, lavatory and commode was accepted 
as sufficient. 

But not so today! The modern bath- 
room is a thing of joy and as much con- 
sideration is given it as is accorded to 
any room in the house, for upon its con- 
venience and efficiency depends, in a 
large measure, the comfort of every mem- 
ber of the family. 

Opportunities have never been so great 
for your own self-expression in the se- 
lection of equipment, fixtures and deco- 
rations conforming to the needs and tastes 
of your family, 

FITTING THE BATHROOM 
TO YOUR SPACE 

The diagrams of six basic bathroom 
arrangements (shown below) are pre- 
sented in the hope that they will be of 
use to you in planning your own. 

Usually the fixtures in a bathroom num- 
ber three — ^the lavatory, the bathtub and 
the closet. Sometimes the added conven- 
ience of a second lavatory or a dental 



lavatory is desired. But basically any 
bathroom plan must have a place for 
these three fixtures and they must be lo- 
cated so they are easy of access with 
sufficient room between them to make 
for maximum convenience. 

In planning a bedroom, living room or 
dining room, furniture can be placed 



where fancy dictates. In a bathroom, oth- 
er factors control the arrangement of the 
fixtures. For example, whether. a fixture 
is placed against one wall or another 
might mean the saving of many dollars 
in installation cost. This is why it is so 
advisable to call in a Master Plumber be- 
fore the plans' in any bathroom have gone 



too far. His advice and recommendation 
will assure you a properly planned room 
— one that will give you many years of 
satisfactory service. 

Obviously there are a large number of 
arrangements of fixtures possible in a 
bathroom. However, most of these fall 
into the six basic plans as illustrated. 
These plans are only intended to show 
the location of bathtub, lavatory and 
closet with relation to each other. These 
will serve as a start in helping you plan 
your bathroom. 
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FOR the fairly well-to-do small fam- 
ily, this modern residence com- 
bines the desirable factors of lasting 
charm, distinguished character, and 
economical construction. The house- 
wife will be especially interested in 
the conveniently arranged rooms pro- 
viding the minimum of extra steps in 
caring for the house. 

There is an entrance hall, with its 
clothes closet, opening into the living 
room, dining room, and to the other 
portions of the house. The living room 
is distinguished by a lovely brick fire- 
place. The dining room has an attrac" 
tive bay and is large enough for en- 
tertaining. The kitchen is connected 
to the porch and provides an excellent 
spot for snacks and lunches. The bed- 
rooms are generous in size and well 
ventilated, and the closets are large 



and conveniently located. The adap- 
tability of this plan to the use of 
modern materials is interesting. 

SPECIFICATIONS 

Foundation: Reinforced concrete, 

beam-and-pier type 
Exterior Walls: Siding 
Roof: Plastic shingles 
Windows: Prefabricated, factory-fitted 

units. Doors and trim prefabricated 
Floor Construction: Wood joist, 

subfloor, insulation, finished with 

oak flooring; porch floor, cement 
Interior Walls : Standard plastic wall 

panels prepared for painting 
Fireplace: Tile hearth and facing with 

wood mantel 
Interior Painting: Three coats, all 

exterior woodwork three coats 
Heating: Gas-fired circulator heaters 
Insulation: Over entire ceiling 
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/CHARACTER, quality, and spaciousness are 
requisites in the house of today, which 
must also meet the economical requirements of 
the family who want to live comfortably within 
their means. This house has loyely porches for 
friendly gatherings in the evening, and a pas- 
sage to the garage for protection in inclement 
weather. 

It is especially interesting to note how the 
study alcove is worked in to provide space for 
enjoyable reading and to shield the entry from 
the rest of the living area. All rooms can be 
reached easily from the front without unneces- 
sary walking. Circulation is excellent through- 
out the entire house. The bedrooms are large 
and well ventilated. A space is provided for 
breakfast or snacks in the kitchen; also, the 
back porch may be used for outside dining. 

A stairway is provided to the basement which 
gives additional space for a heating unit, stor- 
age, or a playroom for the children. This base- 
ment may be omitted and the stair space turned 
into closets if desired. 

The exterior is designed for charm and dis- 
tinctive character. The stone walls are inter- 
esting, add strength and security to the design. 



Complete plans and specifications, $15 



SPECIFICATIONS 



Foundation: Of reinforced concrete, beam-and- 
pier type 

Exterior Walls: Wood studs, sheathed solid, 
covered with building paper and stone out- 
side 

Roof: Best grade of wood shingles 

Blinds: Wood, securely fastened to wall 

Floor Construction: Wood joist, subfloor felt 
and oak finish, filled, shellacked and waxed. 
Kitchen and bath to have linoleum finish 
floors on pine 

Interior Walls: Generally of gypsum board, 
covered with two coats of textone, painted 
with two coats of casein paint. Kitchen to 
have 4' high wainscot of tile board. Bath to 
have 4' high wainscot of linoleum, except 
over tub where it is to be 6' high 
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THROUGH its pleasing, balanced proportions this small 
Colonial house achieves beauty and character. The plan 
arrangement solves the problems of economy through compact- 
ness and a most intelligent relationship of all living areas. Each 
room is easily reached from the large living room or any other 
part of the house. Even with the compact arrangement, every 
room is provided with large windows on two or more walls to 
provide light and good ventilation. 

The large entrance porch is beautifully designed in the 



Colonial style as a feature to the front of the house. Upon enter- 
ing the living room, the first thing that meets the eye is the fire- 
place which has been designed to give charm and dignity to the 
entire room. There is a built-in book alcove between the living 
room and dining room for choice books. 

Each bedroom is large and provided with ample closet space. 
The master bedroom has its own bath and two closets. Both the 
dining and breakfast rooms are large and nicely located for 
serving either formal or informal meals. The rear screened 






porch offers many advantages for after- 
noon and evening visiting and games. 

A stairway is shown to the attic which 
may be used for additional rooms or stor- 
age space. The second floor plan indicates 
how this space may be developed into two 
large bedrooms, a play room and a bath. 
The cost of making use of this feature 
would be small. However, the stairway 
may be omitted entirely and turned into 
closets instead. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam-and-pier type 
Exterior Walls: Of brick with framing of wood studs 

on which is placed diagonal sheathing covered with 

building paper 

Roof: To be plastic shingles 

Windows: Prefabricated, factory-fitted units. Doors and 
trim prefabricated 

Floor Construction: Wood joist, subfloor, insulation 
and finished oak flooring, sanded, then filled, var- 
nished and waxed, except in kitchen and bath where 
linoleum floors are specified 

Interior Walls : Generally to be gypsum board prepared 
for painting 



Fireplace: To have brick facing with wood mantel 

Porch: Floors to be cement 

Plumbing: Modern streamline fixtures 

Kitchen: Prefabricated cabinets, streamline design 
hardware, to be selected by owner 

Electrical Work: Electrical outlets provided for light- 
ing appliances. A sum of money is allowed for se- 
lection of fixtures 

Painting: Three-coat work specified for all interior wood- 
work. Walls to be painted two coats of resin emulsion 
paint 

Prefabricated Medicine Case: Specified over lavatory 
Heating: To be provided by gas-fired circulating heaters 
Insulation: Specified over entire ceiling 
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TYPICAL of many fine American homes of today, this house reflects 
the English influence. On the first floor all phases of living require- 
ments, including two hedrooms for the family and a guest room, are 
cleverly arranged and connected to one another for convenience in 
living a d economy in construction. Special attention is given to the 
flexihility of this arrangement. 

A second-floor plan has been worked out that is optional. If the 
extra space is needed, a stairway to the rooms above could be built 
where i .dicated. There is sufficient area for two additional bedrooms, a 



study and a bath, and plenty of closets for storage. However, any one 
or all of these rooms may be omitted and the entire plan then develops 
into a one-story house, with the stairway turned into closets. 

A step further could be made to satisfy economical requirements 
for those who demand dignity in design, but the minimum in floor 
area, by leaving off the first-floor rear bedroom. 

The front and rear entrances are shielded from the weather by 
covered porches. 

A touch of modern is expertly indicated by the use of glass blocks 



to form the curved wall in the bathroom. All 
rooms are large and well ventilated. Modern 
materials and method of construction are 
recognized in the planning and designing of 
this house so that plastics and prefabricated 
units may be used. 




SPECIFICATIONS 

Foundation: Of reinforced concrete, 
beam-and-pier type 

Exterior Walls: To be brick with 
framing of wood studs on which is 
placed diagonal sheathing covered 
with building paper 

Roof: To be plastic shingles 

Windows: Prefabricated, factory-fitted 
units. Doors and trim prefabricated 



Floor Construction: Wood joist, sub- 
floor, insulation and finished oak 
flooring, sanded, filled, varnished and 
waxed, except in kitchen and bath 
where linoleum floors are specified 

Interior Walls: Generally to be gyp- 
sum board prepared for painting 

Fireplace: To have brick facing with 
wood mantel 

Porch Floors: To be cement 




Plumbing: Modern streamlined fixtures 

Kitchen: Prefabricated cabinets, also 
streamline design hardware to be se- 
lected by owner 

Electrical Work: Electrical outlets 
provided for lighting appliances. A 
sum of money is allowed for selec- 
tion of fixtures 

Painting: Three-coat work specified for 
all interior woodwork. Walls to be 



painted two coats of resin emulsion 
paint 

Heating: To be provided by gas-fired 
circulating heaters 

Insulation: Specified over entire ceil- 
ing ^ 

Glass Brick: Foi curved wall of bath 

Prefabricated Medicine Case: Speci- 
fied over lavatory 
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OF informal design, this house lends 
itself gracefully to the most restricted 
residential section, and would be a pleas- 
ant addition to any community. 

Exterior treatment is stone. The chim- 
ney and archway are cleverly assembled 
to add interest to the design. Other fea- 
tures such as the interesting roof, wood 
blinds, and flower beds under the large 
corner windows give the entire exterior 
individual beauty seldom found in this 
size house. 

The plan has plenty of sleeping space 
with its three bedrooms and two baths. 
Any one of these rooms may easily be 
reached from the front or rear. The living 
room is large, well ventilated and nicely 
arranged for the placement of furniture. 



The kitchen and dining area have ample 
space for the preparation and serving of 
meals. Storage space is ample, 

SPECIFltATIONS 

Foundation: Of reinforced concrete, beam-and- 
pier type 

Exterior Walls: Wood studs, diagonal sheath- 
ing, covered with building paper and stone 
exterior 

Roof: Best grade wood shingles over shingle lath 

on 2" X 4" roof rafters 
Floor Construction: Wood joist, subfloor, felt, 

and oak finish floor, filled, shellacked and 

waxed. Kitchen and baths have linoleum over 

pine floor 

Interior Walls: Gypsum board covered with two 
coats of casein paint. Kitchen to have 4' wain- 
scot of tile board. Bathroom to have 4' high 
wainscot of linoleum, except over tub, where 
it is to be 6' high 
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THE RUSH HOUR SPECIAL 

Here is a bathroom plan that provides 
a complete bath which is accessible both 
to the master bedroom and to the hall — 
with an additional lavatory and closet 
that can be used with privacy at the same 
time. In some installations a closet and 
lavatory are installed in one room — a 
bathtub and lavatory in the other. This 
arrangement requires little more room 
than a conventional bathroom. 

THE TOILET STALL 

From England comes the idea of taking 
the toilet out of the bathroom proper and 
putting it in a separate little compart- 
ment by itself. A hall door to this little 
room gives a double service feature by 
providing both privacy and accessibility. 
A second lavatory might be added pro- 
viding extra convenience, 

THE HALF-BATHROOM 

Tucked away on the main floor, beneath 
a stairway, or in a small clothes closet, a 
room equipped with a lavatory and closet 
is a worthy addition to bathroom facili- 
ties in any home. Small size lavatories 
and inexpensive toilets, plus some indi- 
vidual color selections, can make your 
half-bathroom charming as well as useful. 



Illustrations coubtbsy op 
THE Cbanbj Company 
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FOR THE UNUSUAL SPACE 

In remodeling it is often possible to wall 
olf the end of a bedroom or part of a 
hall and have the comfort of an addition- 
al bathroom. The Neuvogue Receptor 
Bath makes it possible to have a full- 
length bathtub with a shower even in 
this narrow space. 

TWO LAVATORY COMBINATION 

If space does not allow you to have more 
than one bathroom in your house, think 
about putting two lavatories in that bath- 
room. That's a way to beat convenience 
at its own game. Or perhaps you would 
prefer to have the extra lavatory in the 
hall or in a bedroom — at any rate its 
modest cost will prove a worthwhile in- 
vestment in relieving "dressing up time" 
congestion. 

THE PARTITION BATH 

Another "rush hour" idea is the parti- 
tion bath which uses only the space 
ordinarily required for one bathroom. 
The floor area is divided by a partition — 
a toilet and a lavatory occupy each sec- 
tion of the space, and the tub is accessible 
to both. Ideal for all, but of particular 
comfort and convenience for homes that 
have adjoining bedrooms. 
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EFFICIENT allocation of space and excellent relationship 
of service, general living and sleeping areas are matters 
worthy of note in this streamlined house. This plan may be 
built with or without a basement; the stairway is placed so any 
future addition in the basement involves a minimum of dis- 
turbance to the basic structure. 

The use of a glass panel opposite the front door separates the 
family bedrooms from view of the living and dining rooms. The 
living room has many interesting features such as the large 
picture window, good cross ventilation, a large built-in bookcase 



and a combination fireplace and cabinet with a wood storage 
bin. The dining room is well lighted by the large windows on 
two walls. 

The economically designed car port is partly open to give 
additional light and ventilation to the interior and follows the 
modern trend of using one space for several activities. This 
makes an excellent place for car storage, children's playroom, 
or sitting porch, and offers a direct entrance to either the service 
or front door. This feature is cleverly connected to the porch 
roof, and with the other two features — the chimney and the 
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picture window — adds considerably to the attractive exterior 
design. 

The kitchen is well arranged for preparation and service 
of meals either in the dining room or breakfast room. The hall 
has plenty of storage space for clothes or linens. The front bed- 
room may be used for guests, or to meet family needs. The other 
two bedrooms with their large closets are more private and, in 
addition, are connected to a screened porch leading to the 
outside play areas. 

Special attention has been placed on the use of modern 
materials and methods of construction allowing for the use of 
plastics and prefabricated units. 

SPEC IFICATIONS 

Foundation: Reinforced concrete, beam-and-pier type 
Exterior Walls: Of brick, with framing of wood studs on 

which is placed diagonal sheathing covered with building 

paper 

Roof: To be composition, using best quality modern materials 
Windows: Prefabricated factory-fitted units. Doors and trim 
prefabricated 

Floor Construction: Wood joist, subfloor, insulation and 
finished oak flooring, sanded, filled, varnished and waxed, 
except in kitchen and bath where linoleum is specified 

Interior Walls: Generally gypsum board prepared for paint- 
ing. Fireplace to have brick facing with wood mantel of 
modern design 

Porch Floors: To be cement 

Plumbing: Modern streamline fixtures 

Kitchen: Prefabricated cabinets, streamline design hardware 
Electrical Work: To include latest type fixtures, selected by 
owner 

Painting: Three-coat work for interior woodwork. Walls to be 
painted two coats of resin emulsion paint. Prefabricated 
medicine case is specified over lavatory 

Heating: To be gas-fired circulating heaters. Insulation speci- 
fied over entire ceiling 
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ALL the conveniences of a large house 
are cleverly arranged in an area 
slightly over 1,000 square feet in this 
excellent plan. There are three bedrooms 
with large closets, a nice large living 
room and a kitchen-dining area planned 
to give the maximum space for the prep- 
aration and eating of meals. The bath is 
located convenient to all rooms and is 
reached through a very small hall, leav- 
ing most of the area in the house in 
the rooms where it is useful. The bath 
and kitchen plumbing are put in the same 
wall to allow for economy in building. 
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2030-C Complete plans and specifications, $15 



Corner windows are used for a dual purpose: They 
provide excellent light and ventilation and further 
provide more wall space for the placement of furni- 
ture. They also add considerable interest to the ex- 
terior design. The chimney and low brick wall are 
worked in together for beauty and as a feature for 
flowers that may be seen from the outside or from 
the living room. 

SPECIFlCATrONS 

Foundation: Reinforced concrete beam and foot- 
ings type, termite shields, ventilated 

Walls: Frame construction exterior covered with 
asbestos siding 

Insulation: Over ceiling 

Heating: Gas-fired floor furnace, or space heaters 
Hot Water Heater: Gas-fired storage type 
Hardware: Black iron 
Roof: Stained wood shingles 



Windows: Stock size, weatherstripped and toxic 
treated 

Floors: Kitchen, hall and bathroom floors, linoleum; 
balance of house, oak 

Wainscots: Bathroom to have linoleum wainscot 
4' 0" high, 6' 0" over tub 

Kitchen Cabinets: Stock — mill made 

Plumbing Fixtures: Cast iron or stamped steel, 
porcelain enameled 

Metal Work: Galvanized Armco iron 

Interior Finish: Living room, dining room, kitchen 
and bath, textone on sheetrock. Hall to be knotty 
pine, painted. Bedrooms to have sheetrock and 
textone ceilings, walls to be papered over sheet- 
rock 

Light Fixtures: To be Colonial burnished brass 
as selected 

Painting: Three coats on exterior, three coats on 
interior, except kitchen, hall and bath to re- 
ceive one extra coat of enamel 

Fireplace: Brick faced, with brick or tile hearth 
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Complete plans and specifications, $25 



Y^/E present here a plan based on flexibility. 

* ^ With very minor adjustments this plan may 
be built as a small one-story house, or developed 
further into a two-story type with additional 
bedrooms and a bath on the second floor. For the 
family that requires very little sleeping space, 
this plan would be most economical and would 
allow all conveniences necessary. 

For the family that requires large sleeping 
space, the two second-floor bedrooms and play 
room would give all the room needed. The ex- 
terior of stone and stucco with half timber is 
especially well designed and would make a beau- 
tiful house in any type neighborhood. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam-and-pier 
type 

Floor Construction: Wood joists, subfloor, 
building felt, flnish floors 

Exterior Walls: Frame faced with stone, also 
stucco and half timber 

Roof: Wood shingles • 

Windows: Mill-made and weatherstripped 

Insulation: Applied over the ceiling and in the 
walls where required 

Interior Wall: First floor, sheetrock and tex- 
tone; second floor, sheetrock and paper. Din- 
ing room to have a 2' 6" knotty-pine wain- 
scot. Stair and hall to be knotty pine, painted. 
Closets to be sheetrock and paper. Bath to 
have 4' 6" composition wainscot except over 
the tub where it will be 6' 0" 

Kitchen Cabinets: To be constructed with flush 
streamlined doors 



SECOND FLOOR PLAN 



Floors: Generally oak. Bath and kitchen, 
linoleum. Porch floor to be of cement 

Painting: All interior work to receive 
four coats. Rooms specified in knotty 
pine to be stained color selected; bal- 
ance, enamel 

Plumbing: Modern three-piece plumbing 
in the bathroom, and a tiled-in flat 
rim acid-resisting sink in the kitchen, 
and hot water heater 

Heating: Floor furnace centrally located. 
Gas wall heater in each bathroom 
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BOTH dignity and charm have been achieved in the design of this 
house by the application of the refinement and delicacy of the 
Colonial style. The close relationship between the house and terrace 
is more intimate than extensive, as in the usual formal gardens of this 
period. Special attention has been given to the interior to make it a 
fitting background for beautifully designed modern or period furniture. 

Note how the large rooms separately have some attractive feature — 
a fireplace, bay windows or with an interesting view to the garden 



area to the rear. The first floor bedroom has all the conveniences neces- 
sary for comfort to special friends and overnight guests. The stairway 
is placed so as to be more private for family use in going from the liv- 
ing area to the family bedrooms and baths on the second floor. Each 
of these bedrooms is large and well ventilated and provided with good 
sized closets for clothes, linen and storage. 

This entire pla*! is the type so many people want some day to 
have as their own lovely home. 
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SPECIFICATIONS 



Foundation: Of reinforced concrete, beam- 
and-pier type, ventilated 

Walls: Frame construction, exterior cov- 
ered with stone and asbestos siding 

Insulation: Over ceiling 

Heating: Gas-fired floor furnace and space 
heaters. Hot water heater is gas-fired stor- 
age type 

Hardware: Black iron 

Roof: Stained shingles 

Windows: Stock size, weatherstripped and 
toxic treated 

Floors: Kitchen and baths, linoleum — ^tile 
if preferred. Rest of house, oak 

Wainscot: Bathrooms and kitchen 

Kitchen Cabinet and Other Cabinets: 
Stock type 

Plumbing Fixtures: Cast iron or stamped 
steel, porcelain enameled 

Metal Work: Galvanized iron 

Interior Finish: Generally sheetrock and 
textone, except bedrooms which are pa- 
pered 

Light Fixtures: To be Colonial burnished 
brass as selected 

Painting: Three coats on exterior wood- 
work, three coats on interior, except kitch- 
en, halls and baths to receive one extra 
coat of enamel 

Fireplace; Brick faced with brick hearth 
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PICTURED here is a house that would have been built by 
those skilled craftsmen of the early days who brought 
with them a love of the Normandy influence and wanted just 
a touch of it in their excellent Colonial designs. 

The exterior is distinctive and the plan is compact and well 
arranged. Notice the direct entrance into the large living room 
w.th the fireplace as the main feature and with the dining room 
opening off one end. A good size breakfast room is placed be- 
tween the dining room and kitchen. Service to the kitchen is at 
the side, leaving the living and sleeping areas protected from 
daily deliveries of foods and supplies. 

There are three large bedrooms and two baths, all of which 
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Complete plans and specifications^ $15 




are splendidly arranged for ventilation and have plenty of wall 
space for the placement of furniture. Ample closet space is 
also provided. 

The side screened porch between the house and two-car 
garage provides protection for walking from house to garage 
and is a nice place for friendly gatherings to sit around and 
visit. The garage and porch were placed on the bedroom side 
to provide privacy to the family in the use of the extra bath 
and bedroom, and spaced so as not to disturb the breeze to 
these rooms. 

No basement is required in this plan for heating equipment, 
etc. The house heating unit can be placed in the closet next to 



the fireplace with the water 
heater. Individual gas-fired heat- 
ers may be used in each room 
if preferred. 



SPECIFICATrONS 

Foundation: To be reinforced con- 
crete, beam-and-pier type 

Walls: Brick veneer on frame con- 
struction; face brick selected by 
owner 

Porches: Concrete slab floor, cement 
finish 

Insulation: Over ceiling rafters 

Roof: Stained wood shingles 

Floors: Kitchen and baths, inlaid lin- 
oleum. Balance of house oak 

Kitchen Cabinets, Mantel, etc.: Mill 
made, streamlined 

Windows: Stock-size wood, weather- 
stripped and toxic treated 

Plumbing Fixtures: Cast iron or 
stamped steel, porcelain enameled 

Interior Finish: All rooms generally 
sheetrock and textone, except halls 
which are knotty pine 

Light Fixtures: Burnished brass and 
crystal as selected by owner 

Painting: Three coats on exterior, 
four coats on interior; all textone 
walls to be painted two coats 

Fireplace: Brick faced, with brick 
hearth 




Your home is the dearest of all material possessions he^ 
cause it is the haven of the most vital thing in human life 

YOUR FAMILY 

Choose it wisely . . . Build it well 
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FOR those who want formality and dignity 
in their home, here is an especially attrac- 
tive plan. The clever use of stone and brick on 
the exterior has created a most charming and 
interesting design. 

The floor plan has been made compact for 
the sake of economy. There is hardly any hall 
space or wasted area. Notice the direct entrance 
to the two bedrooms from the large living rom. 
The living room itself has through circulation 
with its exposure to the front and rear. In the 
center and rear there is a den just off the living 
room that serves either as a study or work room, 
and also as an extra guest bedroom. It has an 
adjoining small bathroom which may also be 
used from the kitchen and servants' side of the 
plan. The plan has a grass terrace at the front 
and at the back. 




Complete plans and specifications, $15 



SPECIFICATIONS 

Foundation: Of reinforced concrete, 
beam-and-pier type 

Walls: Brick veneer on frame con- 
struction, with stone as indicated 

Insulation: Over ceiling between the 
rafters 

Roof: Stained wood shingles 

Floors: Kitchen and bath, linoleum; 
garage, concrete; all the rest, oak 

Kitchen Cabinets, Mantel, etc.: Mill 
made 

Windows: Stock size wood, weather- 
stripped and toxic treated 

Plumbing Fixtures: Cast iron or 
stamped steel, porcelain enameled 

Interior Finish: All rooms generally 
sheetrock and textone, except pas- 
sageways, which are knotty pine 

Light Fixtures: Burnished brass and 
crystal as selected by owner 

Painting: Three coats on exterior, 
four coats on interior; all textone 
walls to be painted two coats 

Fireplace: Brick, with brick hearth 
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THIS informal Colonial house has the atmosphere of gracious living, 
yet there is indisputable evidence that economy of construction may be 
developed, along with distinctiveness in design. 

There is a large living room with a fireplace as the feature design. On 
the left of the fireplace is a buih-in book case. The bedrooms are large, well 
ventilated and have plenty of closet space. The bath is centrally located for 
convenience to guests and everyday living. The dining room opens off to 
a covered platform and a back terrace. The kitchen is extra large with 
the usual built-in cabinets and storage spaces, and with a breakfast alcove 
for family meals. The side screened porch provides protection in inclement 
weather and also gives the family a sitting porch. 



SPECIFICATrONS 

Foundations: Reinforced concrete. 

Termite shields 
Walls: Frame construction 
Insulation: Over cei!ing 
Heating: Floor furnace or circulator 
Hot-Water Heater: Gas fired 



Roof: Stained wood shingles or com- 
position shingles 

Exterior Walls: Wood siding, wood 
shingles, or asbestos siding 

Windows: Stock size wood, weath- 

erstripped and toxic treated 
Kitchen, Bathroom and Break- 
• fast Room : Linoleum as selected 




Kitchen Cabinbts: Stock mill made 
Floors: Oak, wax finish 
Plumbing Fixtures: Cast iron or 

stamped steel, porcelain enameled 
Interior Finish: To be sheetrock 

and textone 
Fireplace: Brick or tile faced, with 

wood mantel 



Paint: Three coats of lead and oil 
on outside. Paint and enamel on 
interior 



55 




THE charm in the architecture of the South 
is reflected in this house. The large porches 
gracefully lend themselves to the atmosphere of 
friendly gatherings, in the cool shadows of an 
overhanging roof. Both the front and the rear 
or garden side of the living room are protected 
by one of the porches. The kitchen also has its 
screened side entrance porch. 

The entire house was planned and designed 
with the idea of achieving the maximum in 
beauty and convenience. The entry is centrally 
located and within easy reach of all the other 
rooms. Notice, too, that ample space has been 
given to each room so that furniture is not 
crowded or out of place. Closets are large and 
well distributed on both floors. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam-and-pier type 
Walls: Brick veneer on frame construction; face brick 

selected by owner 
Porches: Concrete slab floor, cement finish 
Insulation: Over ceiling rafters 
Roof: Stained wood shingles 

Floors: Kitchen and baths, inlaid linoleum; balance 

of house, oak 
Cabinets, Mantel, etc.: Mill made, streamlined 
Windows: Stock-size wood, weatherstripped and toxic 

treated 

Plumbing Fixtures: Cast iron or stamped steel, por- 
celain enameled 

Interior Finish: All rooms generally sheetrock and 
textone, except halls, which are knotty pine 

Light Fixtures: Burnished brass and crystal as se- 
lected hy owner 




Painting: Three coats on exterior, four coats on in- 
terior; all textone walls to be painted two coats 
Fireplace: Br.ick faced, with brick hearth 
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Complete plans and specifications, $15 



SMALL, compact, and well arranged, this house 
will be the delight of those who prefer a modest 
house that puts emphasis on dignity and comfort. 

The arrangement is economical and the construc- 
tion is standard frame with an exterior finish of novel- 
ty siding below the windows and regular siding above. 
There is a minimum amount of hall space so that the 
housewife's job of cleaning and everyday living will 
be made more simple. 

There is a false fireplace, which is a decorative fea- 
ture only, at the end of the living rdom opposite the 
nice large front windows. The garage is built onto 
the house for convenience. The eating space is in the 
large kitchen. There are two good-size bedrooms and 
plenty of closet space. The entrances both front and 
rear have covered porches for protection in bad weath- 
er, and interest in design. 




SPECIFICAT?ONS 



Foundatio'N: Of reinforced concrete 
beam and footing type, termite 
shields, ventilated 

Walls: Frame conetruction exterior 
covered with siding 

Insulation: Over ceiling 

Heating: Gas-fired fioor furnace, or 
space heaters 

Hot Water Heater: Gas-fired storage 
type 

Hardware: Black iron 

Roof: Stained wood shingles 

Windows: Stock size, weatherstripped 
and toxic treated 

Floors: Kitchen, hall, and bathroom 
floors to be of linoleum; balance 
of house, oak 

Wainscots: Bathroom to have linole- 
um wainscot 4' 0' high, 6 0 " high 
over tub 

Kitchen Cabinets: Stock, mill made 

Plumbing Fixtures: Of cast iron or 
stamped steel, porcelain enameled 

Metal Work: Galvanized Armco iron 

Interior Finish: Sheetrock and tex- 
tone. Hail to be knotty pine, painted 

Llght Fixtures: To be Colonial bur- 
nished brass as selected 

Painting: Three coats on exterior, 
three coats on interior, except 
kitchen, hall and bath to receive 
one extra coat of enamel 

Fireplace: Mill-made false fireplace 
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TT 7E present here a very popular type American home 
* * having three bedrooms and two baths. The central 
bedroom is a dual purpose room, separated sufficiently from 
the other bedrooms so that it may be used as a guest room, 
study, sitting room or den, and is conveniently located to 
the breakfast room and kitchen. Note how generous the 
living room has been made and how the wall and furniture 
space is increased by the use of an entry. The living and 
dining rooms may be shut off entirely when not actually in 
use and passage made through the back center room. 

A well located breakfast room, necessary for comfort 
and convenience when the dining room is not required, 
is included in this plan. The kitchen and dining rooms 
are both large and well arranged for service and beauty. 
The double car garage is placed close to the house and 
connected by a screened breezeway for protection in bad 
weather; it may be used also as a sitting porch, or outdoor 
living or dining room. 



SPECIFICATtONS 

Foundation: Concrete footing, tile 
beam and piers 

Walls: Brick veneer on frame con- 
struction, face brick selected by 
owner 

Porches: Concrete slab floor, cement 
finish 

Insulation: Over ceiling rafters 
Roof: Stained wood shingles 
Floors: Kitchen and baths, inlaid 

linoleum; balance of house, oak 
Kitchen Cabinets, Mantel, etc.: Mill 

made, streamlined 
Windows: Of stock-size wood, weath- 

erstripped and toxic treated 
Plumbing Fixtures: Of cast iron or 

stamped ste^^l, porcelain enameled 
Interior Finish: All rooms generally 

sheetrock and textone, except halls 

which are knotty pine 
Light Fixtures: Of burnished brass 

and crystal as selected by owner 
Painting: Three coats on exterior, 

four coats on interior; all textone 

walls to be painted two coats 
Fireplace: Brick faced, brick hearth 
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STONE veneer and frame are nicely 
combined in this house planned 
and designed to meet the requirements 
of the average small family. The in- 
fluence in design is "Ranch Style." Look 
at the nice large front porch and how 
it spreads out over the entire living 
room area and the entrance lobby. This 
entrance leaves the living room with 
plenty of wall space for furniture. It is 
also conveniently close to the two good- 
size bedrooms and the bath in between. 
The den just off the living room, with 
its half bath, is a dual purpose room. 
It is primarily a place for relaxation 
and reading, but could be used as a 
spare bedroom for guests. 

This house has both a dining room 
and a breakfast room which is con- 
nected to the kitchen for convenience. 
There is also provided a good size 
laundry room for washing and ironing, 
and a covered passage to the garage. 



SPECIFICATIONS 

Foundation: Reinforced concrete, beam- 
and-pier type, ventilated 

Walls: Frame construction with hori- 
zontal siding and also stone veneer 
around front bedroom and bath 

Insulation: Over ceiling 

Heating: Gas-fired floor furnace and 
space heaters. Hot water heater, gas- 
fired storage type 

Roof: Stained shingles 

Windows: Stock size, weatherstripped 
and toxic treated 

Floors: Kitchen and baths, linoleum; 
rest of house, oak 

Plumbing Fixtures: Cast iron or stamp- 
ed steel, porcelain enameled 

Interior Finish: Generally sheetrock 
and textone, except bedrooms which 
are papered 

Painting: Three coats on exterior wood- 
work, three coats on interior, except 
kitchen, hall and baths to receive one 
extra coat of enamel 



Complete plans and specifications, $15 
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Complete plans and specifications, $15 




NOTICE the interesting, straightforward exterior 
design and convenient arrangement of this splen- 
did little two-bedroom house. There is a large front 
terrace off of which you enter directly into the living 
room. The wall between the living room and dining 
room has been omitted to allow for expansion in 
either room and to provide more direct ventilation 
and light to both rooms. The kitchen is within easy 
reach of outside service and to the living and sleeping 
areas. The back screened porch is an especially nice 
addition and can be used to good advantage in any 
section of the country where protection from the 
weather and insects is required. 



SPECIFICATIONS 

Foundation: To be reinforced concrete, 
beam-and-pier type 

Walls: Brick veneer on frame construc- 
tion; face brick selected by owner 

Insulation: Over ceiling rafters 

Roof: Stained wood shingles 

Floors: Kitchen and baths, inlaid lino- 
leum; balance of house, oak 

Kitchen Cabinets, Mantel, etc.: Mill 
made, streamlined 

Windows: Of stock-size wood, weather- 
stripped and toxic treated 

Plumbing Fixtures: Cast iron or stamped 
steel, porcelain enameled 

Interior Finish: All rooms generally 
sheetrock and textone, except halls 
which are knotty pine 

Light Fixtures: Burnished brass and 
crystal as selected by owner 

Painting: Three coats on exterior, four 
coats on interior; all textone walls to 
be painted two coats 

Fireplace: Brick faced, with brick hearth 
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Complete plans and specifications, $15 
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ALTHOUGH this house is pre- 
X ^ sented as a three-bedroom plan, 
you may omit the rear bedroom until 
it is needed. This is a simple opera- 
tion and can be done by your builder 
during the process of construction. 
Each room is large and well arranged 
for ventilation and convenience. 

The lobby is an added convenience 
for it affords direct entry into the liv- 
ing area, the sleeping area or the 
main working area. The long span of 
windows across the living and dining 
rooms provides an excellent view to 
the garden and play yard in the rear. 
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SPECIFICATIONS 

Foundation: Reinforced concrete 

Walls: Frame construction 

Insulation: Over ceiling 

Heating: Floor furnace or circulator 

Hot Water Heater: Gas fired 

Roof: Stained wood shingles or com- 
position shingles 

Exterior Walls: Wood siding, wood 
shingles, or asbestos siding 

Windows: Stock-size wood, weather- 
stripped and toxic treated 

Kitchen, Bathroom and Breakfast 
Room: Linoleum as selected 

Kitchen Cabinets: Stock mill made 

Floors; Oak, wax finish 

Plumbing Fixtures: Cast iron or 
stamped steel porcelain enameled 

Flashing: Galvanized iron 

Interior Walls : Sheetrock and textone 

Paint: Three coats of lead and oil on 
outside. Paint and enamel on in- 
terior 

Fireplace: Brick or tile faced, with 
wood mantel 



61 



2012-G 




Complete plans and specifications^ $15 
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/GRACEFUL beauty in the dramatic treatment 
' of the living room windows makes this 
house distinctive and individual, yet it is eco- 
nomically and conveniently arranged for every- 
day living and occasional entertaining. There 
has been provided a den with a fireplace directly 
behind the living room which may be used also 
as an extra bedroojn when required. The bath- 
room has an adjoining dressing or powder room 
with a built-in vanity and linen cabinet. 

All rooms are large and well planned for the 
placement of furniture. The breakfast room next 
to the kitchen is good for family meals and 
quick snacks and saves the housewife many steps 
in their preparation. It also serves the dual pur- 
pose of a butlers pantry when serving formal 
meals in the dining room. 
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SPECIFICATIONS 

Foundation: To be reinforced concrete 
Walls; Brick veneer on frame construction; face 

brick selected by owner 
Porches: Concrete slab floor, cement finish 
Insulation: Over ceiling joists 
Roof: Stained wood shingles 
Floors: Kitchen, linoleum; bathroom floor and 

wainscot, tile; balance of house, oak 
Kitchen Cabinets, Mantels, etc: Mill made 
Windows: Stock size wood, weatherstripped and 

toxic treated 
Plumbing Fixtures: Of cast iron or stamped 

steel, porcelain enameled 
Interior Finish: Sheetrock and textone 
Light Fixtures: Burnished brass and crystal 
Painting: Three coats on exterior, four coats on 

interior; all textone walls, two coats 
Fireplaces: Brick faced, with brick hearth 
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TODAY the requirements of comfort and convenience around the house are as 
definite and well planned as they are in business. Houses must be orderly in their 
arrangement, efficiently equipped and controlled. We present here such a house. The 
garage is attached to the house so as to combine everything under one roof, and to 
leave more space in the yard for the play area and the development of a garden. 

The front of the house has a good size covered entranceway with a terrace on either 
side. The living room is well designed for it has plenty of wall space for furniture in 
addition to the built-in bookcases and mock fireplace and window on two sides. Then 
the large cased opening into the dining room provides good cross circulation of air. 

The central hall connects the living, sleeping and working areas in such a manner 
that all are easily reached from any part of the house. Each of these rooms is large 
and. well provided with closets and furniture space. Also in the kitchen there is an 
eating space for breakfast and other quick snacks. 



SPECIFICATIONS 



Foundation: Of reinforced concrete, 
beam-and-pier type 

Construction: House above ground to 
be wood framed, faced with brick, se- 
lected. Termite shields used in the 
foundation walls 



Floors: Generally of oak, except bath 
and kitchen which are to be linoleum 

Interior Finish: Walls and ceilings gyp- 
sum board, textoned 

Garage: Frame construction with wide 
siding 



Complete plans and specifications, $15 




^ )\ Overall dimensions 
i^J^ of house and garage 



are 78' 4"x33' 1" 



Porch; Cement floor 
Roof: Both house and garage to be wood 
shingled 

Plumbing Fixtures; To be cast iron or 
stamped steel, porcelain enameled 

Painting: Three-coat work inside and 
out, except kitchen and bathroom, which 



are to receive an additional coat of 
enamel 

Fireplace: False fireplace with mill- 

nnde mantel 
Heating: Individual unit heaters in 

each room 
Screens and weather strips are provided 
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You couldn't find a more charming lit- 
tle six-room house than this, especially 
designed for a 50-foot lot. The den or front 
bedroom is so placed that it may be used 
for the family, for a guest room, or perhaps 
rented out. 

Each room is large and well ventilated 
with plenty oi openings for light and good 
circulation. Generous closet space is pro- 
vided. The small side screened porch gives 
privacy and a direct entrance from the 
driveway. Also, the kitchen has a small 
space for a breakfast nook. Each bathroom 
is provided with a dressing room and built- 
in vanity. 



Complete plans and specifications, $15 



SPECIFICATIONS 

Foundation: To be reinforced concrete, beam-and-pier 
type 

Walls: Brick veneer on frame construction; face brick 

selected by owner 
Porches: Concrete slab floor, cement finish 
Insulation: Over ceiling joists 
Roof: Stained wood shingles 

Floors: Kitchen and baths, inlaid linoleum; balance of 
house, oak 

Kitchen Cabinets, Mantel, etc.: Mill made, stream- 
lined 

Windows: Stock size wood, weatherstripped and toxic 
treated 

Plumbing Fixtures: Cast iron or stamped steel, por- 
celain enameled 

Interior Finish: All rooms generally sheetrock and 
textone, except hall, which is knotty pine 

Light Fixtures: Burnished brass and crystal 

Painting: Three coats on exterior, four coats on in- 
terior; all textone walls to be painted two coats 

Fireplace: Brick faced, with brick hearth 
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